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FOREWORD 


This  report  is  published  annually.  It  presents  data  on 
Department  of  Defense  (DOD)  prime  contract  awards  by  service 
category  and  Federal  Supply  Classification  code  for  fiscal  years 
1982  through  1985.  Data  include  statistics  on  both  military  functions 
of  the  DOD  and  civil  functions  of  the  Army  Corps  of  Engineers. 
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This  report  presents  summary  data  on  Department  of  Defense  (DOD)  prime  contract 
awards  over  $25,000  by  Service  Category  and  Federal  Supply  Classification  (FSC)  for 
Fiscal  Years  (FY)  1982,  1983,  1984,  and  1985. 

Data  are  presented  in  three  tables: 

Table  A  "-This  tabl^covers  awards  for  research,  development,  test,  and  evaluation 
work  (RDT&E).  Data  are  displayed  according  to  standard  DOD  procurement  program 
categories.. 

Table  B  -  Data  on  awards  for  other  services  and  construction  are  provided  in  Table  B, 
arrayed  according  to  Federal  Procurement  Data  System  codes  and  descriptions.  This 
structure,  which  covers  all  non-RDT&E  services,  is  composed  of  20  groups  and  almost  300 
individual  classes.  Some  of  the  groups  which  are  shown  on  Table  B  include  Construction  of 
Structures  and  Facilities,  Operation  of  Government-Owned  Facility,  Lease  or  Rental  of 
Equipment,  and  Utilities  and  Housekeeping  Services.  This  system,  now  employed  as  a 
federal  requirement,  was  originally  developed  for  the  purpose  of  reporting  the  procurement 
of  services  other  than  RDT&E. 

Table  C  -  Table  C  contains  data  on  awards  for  supplies  and  equipment,  presented 
according  to  the  appropriate  Federal  Supply  Classification  (FSC)  code  and  description. 
This  structure  is  composed  of  78  groups  and  approximately  630  individual  classes.  This 
system  was  developed  primarily  for  supply  management  of  items  known  to  be  in  the  supply 
system  of  the  Federal  government.  Definitions  of  the  classes  appear  in  the  Cataloging 
Handbook,  Federal  Supply  Classification.  Part  /,  "Groups  and  Classes,"  H2-I,  which  may  be 
purchased  from  ihe  Superintendent  of  Documents,  U.S.  Government  Printing  Office, 
Washington,  D  C  20402. 

While  there  are  many  similarities  between  the  FSC  codes  used  in  this  publication  and 
the  Standard  Industrial  Product  Codes  (SIC)  used  by  the  Census  Bureau  of  the  Department 
of  Commerce,  the  exact  points  of  agreement  and  disagreement  have  not  been  ascertained. 
In  many  Census  reports,  SIC  data  are  based  on  the  primary  product  of  an  establishment 
rather  than  on  the  individual  products  it  produces.  In  addition  to  code  content  differences, 
data  from  this  report  and  certain  Census  Bureau  reports  do  not  agree  as  far  as  the  time 
period  covered  or  the  point  in  time  when  data  are  reported.  This  report  provides  fiscal 
year  data  on  contract  awards  (regardless  of  the  date  on  which  the  product  is  to  be 
delivered).  Census  Bureau  reports  contain  calendar  year  figures  measuring  annual  shipment 
or  production,  which  may  take  place  several  years  after  contract  award. 


DATA  CHARACTERISTICS 

The  data  presented  in  this  report  have  the  following  characteristics: 

1.  Data  cover  only  prime  contracts  (those  awarded  directly  by  the  Department  of 
Defense).  The  large  number  of  subcontracts  awarded  for  basic  and  intermediate 
materials  and  components  are  not  reflected  in  this  report.  As  an  example,  most  of  the 
steel  plating  for  ships  is  purchased  by  defense  prime  contracts.  Only  a  small  portion  is 
purchased  directly  by  DOD  (see  code  9515),  Similarly,  a  large  dollar  amount  of 
electronic  equipment  is  purchased  by  defense  contractors  who  have  received  prime 
contracts  for  missiles  and  other  weapons  systems. 

2,  Detailed  information  on  procurement  actions  of  $25,000  or  less  are  not  included  in  this 
report.  However,  in  each  of  the  Fiscal  Years  1982  through  1985,  from  $8  billion  to  more 
than  $13  billion  were  spent  on  these  small  transactions.  This  report's  exclusion  of 
these  procurements  therefore  understates  the  purchase  of  commercial  type  items  and 
services  and  may  overemphasize  military  hard  good  items,  which  are  normally  purchased 
in  large  dollar  amounts.  Due  to  this  exclusion,  as  an  example,  subsistence  purchases 
(FSC  Group  89)  may  be  extremeiy  understated.  However,  information  about  the  makeup 
of  these  small  purchases  does  not  permit  the  identification  of  all  categories  and 
commodities  and  services  which  are  similarly  understated. 
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3.  For  security  reasons,  some  contracts  have  been  reported  with  a  classification  other 
than  the  one  describing  the  item  purchased.  Therefore,  data  for  a  number  of  the  Federal 
Supply  Classes  presented  may  be  incomplete. 

4.  Data  categorizing  contract  awards  by  Service  Category  and  Federal  Supply 
Classification  include  awards  to  all  types  of  contractors.  In  this  respect,  the  coverage 
differs  from  other  reports  published  by  WHS/DIOR  which  provide  this  type  of 
information  only  on  awards  to  business  firms  in  the  United  States. 

5.  Figures  in  this  report  are  shown  in  millions  and  may  not  add  up  due  to  rounding. 


HIGHLIGHTS 

Prime  contract  awards  in  FY  1985  totaled  $163,725  million.  This  is  $17,693  million,  or 

12.1  percent,  more  than  FY  1984.  As  shown  or  tabulated  from  these  data  in  Table  1  (page 
3),  awards  to  business  firms  increased  by  $14,675  million,  or  11.7  percent;  awards  to 
educational  and  nonprofit  institutions  increased  by  $419  million  or  15.5  percent; 
Intragovernmental/Foreign  Military  Sales  (FMS)  awards  increased  by  $2,301  million  or  22,8 
percent;  and  awards  for  work  outside  the  United  States  increased  by  $300  million  or  3.6 
percent.  The  relative  mix  of  these  four  categories  remained  approximately  the  same  as  in 
FY  1984. 

Table  2  (page  3)  shows  that  actions  over  $25,000  in  FY  1985  totaled  150,674  million. 
This  is  an  increase  of  $1 7, 103  million  or  12,8  percent  over  FY  1984. 

Table  3  (page  4)  provides  data  by  the  type  of  effort  for  awards  over  $25,000.  It 
shows  that  awards  for  RDT&E  work  increased  by  $661  million  or  3  6  percent;  awards  for 
other  services  and  construction  increased  by  $3,329  million  or  10.7  percent;  and  supply  and 
equipment  awards  increased  by  $13,1 13  million  or  15.6  percent. 

Awards  for  Research,  Development,  Test,  and  Evaluation 
(RDT&E) 

Within  the  RDT&E  category  during  FY  1985,  (see  page  10)  research  increased  by 
$185  million  or  19.4  percent;  exploratory  development  increased  by  $471  million  or  37.8 
percent;  other  development  decreased  by  $183  million  or  1.2  percent;  while  management 
and  support  increased  by  $189  million  or  41,2  percent.  In  FY  1985  RDT&E  was  distributed 
as  follows;  research  accounted  for  6.0  percent;  exploratory  development  accounted  for 

9.1  percent;  other  development  accounted  for  81.5  percent;  and  management  and  support 
accounted  for  3  4  percent.  Table  4  (page  4)  shows  FY  1984  and  1985  comparisons  by 
selected  subcategories  within  the  DOD  claimant  programs. 

Other  Service  and  Construction  Categories  (With  Changes  of 
$100  Million  or  More) 

As  shown  in  Table  5  (page  5),  the  service  category  which  had  the  most  significant 
dollar  increase  of  $100  million  or  more  in  FY  1985  was  Construction  of  Structures  and 
Facilities,  the  Increase  in  this  category  was  $926  million  or  19.3  percent. 

Federal  Supply  Classification  (FSC)  Groups  (With  Changes  of 
$100  Million  or  More) 

A  comparison  of  the  FSC  groups  with  changes  of  $100  million  or  more  (see  Table  6, 
page  5)  shows  that  from  FY  1984  to  FY  1985.  group  28  (Engines,  Turbines,  and 
Components)  had  the  most  significant  dollar  increase;  $2,324  million  or  41.0  percent.  Group 
91  (Fuels,  Lubricants,  Oils  and  Waxes)  had  the  largest  decrease  in  FY  1985  over  FY  1984; 
it  decreased  $347  million  or  3  9  percent. 
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FISCAL  YEARS 
(Millions  of  Dollars) 


Type  of  Contractor 

1982 

1983 

1984 

1985 

TOTAL  AWARDS 

$124,725 

$140,483 

$146,032 

$163,725 

Business  Firms  for  Work 

in  the  United  States 

102.463 

121.096 

124.912 

139,587 

Educational  and  Nonprofit 

Institutions 

1.984 

2.248 

2.710 

3,129 

Intragovernmental/FMS 

12.755 

9.903 

10,098 

12,399 

Work  Outside  the  United  States 

7.522 

7.236 

8.31 1 

8,61 1 

Percent  of  Total 


TOTAL  AWARDS 

100.0 

100  0 

100.0 

100.0 

Business  Firms  for  Work 

in  the  United  States 

Educational  and  Nonprofit 

82.2 

86.2 

85,5 

85.3 

Institutions 

1,6 

1.6 

1.9 

1.9 

Intragovernmental/FMS 

10.2 

7.0 

6.9 

7.6 

Work  Outside  the  United  States 

6  0 

5.2 

5.7 

5,3 

TABLE  2 

FISCAL  YEARS 
(Millions  of  Dollars) 

Type  of  Action 

1982 

1983 

1984 

1985 

TOTAL  AWARDS 

$124,725 

$140,483 

$146,032 

$163,725 

Actions  Over  $25,000 

Actions  of  $25,000  or  Less 

116,660 

8,065 

128,242 

12,241 

133,571 

12,460 

150,674 

13,051 

Percent  of  Total 

TOTAL  AWARDS 

100.0 

100  0 

100.0 

100.0 

Actions  Over  $25,000 

Actions  of  $25,000  or  Less 

93  5 

6  5 

91.3 

8.7 

91.5 

8.5 

92.0 

8.0 

Note:  Effective  FV  B3  the  dollar  threshold  was  ct  a-O'-l  ‘’i.— ,  tlO  OCO  to  Sprc  000. 


TABLE  3 


FISCAL  YEARS 
(Millions  of  Dollars) 

Type  of  Effort 

1982 

1983 

1984 

1985 

TOTAL  AWARDS  (Over  $25,000) 

$1 16,660 

$128,242 

$133,571 

$150,674 

RDT&E 

Other  Services  and 

14,882 

16,301 

18,277 

18,938 

Construction 

28,956 

30,505 

31,104 

34,433 

Supplies  and  Equipment 

72,821 

81,436 

84,190 

97,303 

Percent  of  Total 

TOTAL  AWARDS  (Over  $25,000) 

100.0 

100.0 

100.0 

100.0 

RDT&E 

Other  Services  and 

12.8 

12.7 

13.7 

12.6 

Construction 

24.8 

23.8 

23.3 

22.9 

Supplies  and  Equipment 

62.4 

63.5 

63.0 

64.6 

r*Dte:  Effective  FY  83,  the  dollar  threshold  was  changed  from  $10,000  to  $25,000. 

TABLE  4 

(Millions  of  Dollars) 


FISCAL 

YEAR  CHANGE 


RDT&E  by  Claimant  Program 

1984 

1985 

Amount 

Percer 

RDT&E  by  Program  -  Total 

$18,277 

$18,938 

$661 

3  6 

Aircraft 

2,316 

2,304 

-12 

-0.5 

Missiles 

7,296 

7,1  19 

-177 

-2.4 

Ships 

662 

680 

18 

2  7 

T anks  &  Automotive 

137 

142 

5 

3.6 

Weapons 

564 

626 

62 

1 1.0 

Ammunition 

297 

346 

49 

16,5 

Electronics  and  Communications 
Equipment 

4,644 

4,718 

74 

16 

Services 

2,088 

2,565 

477 

22.8 

All  Other 

273 

438 

165 

604 

TABLE  5 


(Millions  of  Doilars) 


Service  Categories 

FISCAL 

YEAR 

1984 

1985 

CHANGE 

Amount  Percent 

Construction  of  Structures  & 

Facilities 

$4,802 

$5,729 

$927 

19,3 

Maintenance,  Repair,  & 

Rebuilding  of  Equipment 

4,387 

5,241 

854 

19,5 

Professional,  Technical,  & 

Management  Services 

5,540 

6,1 12 

572 

10.3 

Modification  of  Equipment 

1,840 

2,401 

561 

30,5 

Maintenance,  Repair,  or 

Alteration  of  Real  Property 

3,703 

4,089 

386 

10.4 

Utilities  &  Housekeeping 

Service 

2,914 

3,082 

168 

5.8 

Medical  Service 

42 

171 

129 

307.1 

Lease  or  Rental  of  Equipment 

994 

868 

-126 

-12.7 

Transportation  &  Travel 

1,870 

1,555 

-315 

-16.9 

TABLE  6 


(Millions  of  Dollars) 


FISCAL 

YEAR  CHANGE 


FSC  Groups 

1984 

1985 

Amount 

Percent 

28 

$5,667 

$7,991 

$2,324 

41,0 

58 

10,080 

1 1,813 

1,733 

17.2 

15 

18,020 

19,750 

1,730 

9.6 

14 

7,904 

9,410 

1,506 

19.1 

13 

2,802 

3,678 

876 

31.3 

70 

1,549 

2,324 

775 

50.0 

19 

4,619 

5,297 

678 

14.7 

69 

738 

1,376 

638 

86.4 

16 

2,191 

2,806 

615 

28.1 

23 

3,217 

3,715 

498 

15.5 

66 

1,506 

1,967 

461 

30  6 

10 

1,172 

1,617 

445 

38.0 

17 

314 

646 

332 

105  6 

12 

1,903 

2,181 

278 

14.6 

44 

816 

1,088 

272 

333 

84 

799 

978 

179 

22  4 

49 

787 

906 

1  19 

15  1 

61 

674 

782 

108 

16.0 

25 

1,035 

827 

-208 

-20  1 

59 

1,989 

1,733 

-256 

-12  9 

91 

8,933 

8,586 

-347 

-3  9 

TABLE  A.  Research,  Development,  Test,  and  Evaluation 


(Amounts  in  Thousands  of  Dollars) 


PROCUREMENT  PROGRAM 


FISCAL  YEAR 


PIRFRfiMES  fiND  related  ASSEMBLIES  AND  SPARES 
RESEARCH 

exploratorv  development 
other  development 
management  and  Support 

total 

AIRCRAFT  ENGINES  AND  RELATED  SPARES  AND  SPARE  PARTS 
research 

exploratorv  development 
other  development 
management  and  Support 

total 

other  aircraft  EQL'IPMENT  and  SUPPLIES 

RESE  AR'-h 

f*R^ORH'ORv  DEVELOPMENT 

c’her  development 

nANAGE-lEN*  AND  SUPPORT 

total 

total,  aircpact 

RESEAD,> 

oratory  DEVELOPMENT 
C-^.^EP  DEVELOPMENT 

management  and  support 
TO'Al 

missile  and  space  S'/stems 

RESEARCH 

exp^opa^op'-'  development 

OTHER  DEvELOPME^r 
management  And  Support 

total 

SHIPS 

research 

Exc, ORATOR''  DEVELOPMENT 
other  development 

MANAGEMENT  and  SUPPORT 


T  ANK-AiJTMmotivE 
RES.  ihCH 

exploratorv  DEVELOPMENT 

other  development 
management  and  ^jJPPOPT 

TO'^Al 

weapons 

Pf  CpHp.;-  u 

FxPlOPAT.-ic  .  DELE.OP-EN^ 

OThRc:  CF'/Ei 
fNAuE^cT  wNO  S^VP'-'P^ 


1.863 
76.633 
2.128.827 
12.  168 


4.638 

21.532 

351.288 

0 


6.999 

41.025 

260.341 

890 


13,500 

139.190 

2.740.456 

13.058 


3.306 
64.  184 
199.551 
1.415 


22  ,991 
85  ,154 
1,236,901 
4,782 


4.143 
27  ,666 
430,076 
227 


8.468 
38  903 
212,015 
936 


35,602 
151 .  T23 
1,878,992 
5,945 


34,012 

239.288 

6.097.383 

73.074 


3,077 

106.637 

296,977 

2.206 


2,653 

15,247 

144,160 

0 


4.333 
79,983 
189.347 
4  .197 


74,919 
52  ,  449 
1,544.809 
2  ,  379 


94,018 
34  ,207 
1 ,  32  7 , 321 
2  ,  790 


5.817 

51,987 

122,534 

1,289 


94.772 
142.219 
2,074.470 
4  .  466 


14,281 
224  ,  420 
6,336,768 
120,190 


656  .  079 
2  .  393 


3  ,011 
16,512 
116.616 
405 


5  .  356 
70,970 
4S2  .685 
5  .  143 


16 , 366 
64 , 102 
251  ,  719 
5.467 


129.752 

139.358 

2.025.294 

9,372 


23  . 144 
385,133 
6.583,355 
127,338 


1,015 
95,804 
582 .109 
1 . 181 


4,165 
23  .  182 
113  ,  796 
1 .008 


6,223 

111,587 

444,048 

63,918 


TABLE  B 


Net  Value  of 

Prime  Contract  Awards  Over  $25,000 
for  Other  Services  and  Construction, 


by  Service  Code  and  Description: 
FY  1982,  1983,  1984,  and  1985 


TABLE  B.  Summary  of  Other  Services  and  Construction 

(Amounts  in  Thousands  of  Dollars) 


FISCAL  YEAR 


CODE  DESCRIPTION 

1982 

1983 

1  984 

1  985 

E 

PURCHASES  OF  STRUCTURES  AND  FACILITIES 

0 

0 

0 

564 

F 

NATURAL  RESOURCES  MANAGEMENT 

18,816 

43,386 

20 , 893 

25.952 

G 

SOCIAL  SERVICES 

3.557 

3.181 

48.488 

56.686 

H 

QUALITY  CONTROL.  TESTING  &  INSPECTION  SERVICE 

113,706 

139,660 

208.401 

291.985 

J 

MAINTENANCE.  REPAIR  &  REBUILDING  OF  EQUIPMENT 

4.841.504 

4,212,670 

4.387,196 

5.241,341 

K 

MODIFICATION  OF  EQUIPMENT 

949.425 

1.196,343 

1.839.791 

2.400,841 

L 

TECHNICAL  REPRESENTATIVE  SERVICES 

556.288 

659.056 

700,530 

698,107 

h 

OPERATION  OF  GOVERNMENT  OUINEO  FACILITY 

2,466,250 

2.797,578 

3.124,330 

3.057,293 

N 

INSTALLATION  OF  EQUIPMENT 

220.264 

263,373 

313,279 

250,529 

P 

SALVAGE  SERVICE 

18.046 

30,665 

45,237 

75 . 786 

Q 

MEDICAL  SERVICE 

282.357 

106.373 

42,020 

171,363 

R 

professional,  TECHNICAL  &  MANAGEMENT  SERVICES 

4.788.410 

4,906,061 

5,539,738 

6.111,851 

S 

LTTILITIES  &  HOUSEKEEPING  SERVICES 

3.431.652 

3,585,104 

2,914.423 

3,081.803 

T 

photographic.  MAPPING.  PRINTING  &  PUBLICATION  SVC 

102,104 

113,022 

136,557 

168.567 

U 

TRAINING  SERVICES 

351,747 

413,363 

353,052 

445 ,014 

V 

TRANSPORTATION  A  TRAVEL 

1,696,566 

3,479.433 

1,870,235 

1.555.303 

u 

LEASE  OR  RENTAL  OF  EQUIPMENT  , 

719. J47 

736,678 

993,862 

868.496 

X 

LEASE  OR  RENTAL  OF  FACILITIES 

77.468 

73,981 

60,322 

114,024 

Y 

CONSTRUCTION  OF  STRUCTURES  &  FACILITIES 

5,392,210 

4,460.908 

4,802.488 

5,728,811 

z 

MAINTENANCE.  REPAIR  OR  ALTERATION  OF  REAL  PROPERTY 

2.926.585 

3,284,646 

3,703.111 

4,088.850 

TOTAL 


Other  Services  and  Construction 


E  PURCHASES  OF  STRUCTURES  RND  FACILITIES 
E199  CONSTRUCTION/MISCELLANEOUS  BUILDINGS 


TOTAL  PURCHASES  OF  STRUCTURES  AND  FACILITIES 


F  NATURAL  RESOURCES  MANAGEMENT 

FOOl  AERIAL  FERTILIZATION  -  SPRAYING 
F003  FOREST-RANGE  FIRE  SUPPRESSION 
F004  forest-range  FIRE  REHABILITATION 
F005  FOREST  TREE  PLANTING 

F006  LAND  TREATMENT  PRACTICES  -  PLOWING  ETC 

F007  RANGE  SEEDING  -  GROUND  EQUIPMENT 

F008  RECREATION  SITE  MAINTENANCE/NON-CONSTR 

F009  SEED  COLLECTION-PRODUCTION 

FOlO  seedling  PRODUCTION-TRANSPLANTING 

F012  SURVEY  LINE  CLEARING 

F014  TREE  THINNING 

F015  well  DRILLING  -  EXPLORATORY 

F016  UILDHORSE-BURRO  MANAGEMENT 

F018  OTHER  RANGE-FOREST  IMPROVEMENT/NON-CONST 

F019  OTHER  UilLOLlFE  MANAGEMENT 

F099  OTHER  NATURAL  RESOURCES  MANAGEMENT 

F  TOTAL  NATURAL  RESOURCES  MANAGEMENT 


G  social  services 

GOOl  CARE  OF  REMAINS  AND/OR  FUNERAL  SERVICES 

G002  CHAPLAIN  SERVICES 

G003  RECREATIONAL  SERVICES 

G004  REHABILITATION  -  SOCIAL 

G007  GOVERNMENT  HEALTH  INSURANCE 

G008  other  government  INSURANCE 

G099  other  SOCIAL  SERVICES 

6  total  social  SERVICES 


H  quality  control,  testing  4  INSPECTION  SERV 

HllO  quality  CONTROL  SV/lilEAPONS 
Hill  QUALITY  CONTROL  SV/NUCLEAR  ORDNANCE 
H112  quality  CONTROL  SV/FIRE  CONTROL  EQUIP 
H114  QUALITY  CONTROL  SV/GUIOED  MISSILES 
H115  quality  CONTROL  SV/AIRCRAFT 
H116  quality  CONTROL  SV/AIRCRAFT  COMPONENTS 
H117  QUALITY  CONTROL  SV/AlRCRAFT  GROUND  EQUIP 
H119  quality  CONTROL  SV/SHIPS-SML  CRAFT-DOCKS 
H120  quality  CONTROL  SV/MARINE  EQUIP 
H123  quality  CONTROL  SV/VEHICLES-TRAILERS-CYC 
H128  quality  CONTROL  SV/ENGINES  4  TURBINES 
H131  quality  CONTROL  SV/6EARINGS 

H140  quality  control  sv/rope-cable-chain 

H158  quality  control  SV/COMMUNICATION  EQUIP 
H159  quality  control  sv/electrical -elct  equip 
H163  quality  control  SV/ALARM  4  SIGNAL  SYSTEM 
H165  quality  CONTROL  SV/MEDICAL  4  DENTAL  EQ 
H166  quality  control  SV/INSTRUMENTS  4  LAB  EQ 

H169  quality  control  sv/training  aids-devices 
H170  quality  control  SV/ADP  equip  4  SUPPLIES 
Hl7g  quality  control  SV/CLEANING  EQUIP 
H191  quality  control  SV/FUELS- LUPPICANTS- 01 LS 
Higs  quality  control  SV/METAl  bars  4  SHEETS 
H199  quality  control  sv/miscellaneous  equip 

HI  total  quality  control  services 


TABLE  B.  Other  Services  and  Construction 

(Continued) 


(Amounts  in  Thousands  of  Dollars) 


SERVICE 

FISCAL  YEAR 

CODE  DESCRIPTION 

1982 

1983 

1984 

1985 

H  QUfiLlTY  CONTROL.  TESTING  &  INSPECTION  SERV 

H210  EQUIP  TESTING  SVCS/WERPONS 

14,014 

4.605 

4,266 

8.102 

H212 

EQUIP  TESTING  SVCS/FIRE  CONTROL  EQUIP 

847 

0 

3,158 

449 

«213 

EQUIP  TESTING  SVCS/PMMO  &  EXPLOSIVES 

3,392 

1.745 

797 

3.604 

H214 

EQUIP  TESTING  SVCS/GUIDED  MISSILES 

960 

3,630 

5.360 

17,689 

H215 

EQUIP  TESTING  SVCS/PIRCRRFT 

114 

2,647 

2,061 

15.365 

H216 

EQUIP  TESTING  SVCS/RIRCRRFT  COMPONENTS 

287 

1,688 

609 

472 

H217 

EQUIP  TESTING  SVCS/PIRCRRFT  GROUND  EQUIP 

0 

0 

0 

161 

H218 

EQUIP  TESTING  SVCS/SPPCE  VEHICLES 

0 

0 

491 

6.514 

H219 

EQUIP  TESTING  SVCS/SHIPS-SMl  CRPFT-OOCKS 

253 

-59 

1.083 

1,216 

H220 

EQUIP  TESTING  SVCS/MPRINE  EQUIP 

707 

222 

167 

1,616 

H223 

EQUIP  testing  svcs/vehicles-trpilers-cyc 

340 

120 

0 

0 

H226 

EQUIP  TESTING  SVCS/TIRES  S  TUBES 

-20 

0 

0 

0 

H228 

EQUIP  TESTING  SVCS/ENGINES  &  TURBINES 

659 

449 

225 

588 

H230 

EQUIP  testing  svcs/mech  pouer  TRPNS  EQ 

0 

0 

234 

0 

fl236 

EQUIP  TESTING  SVCS/INDUSTRIPL  MPCHINERY 

676 

0 

0 

0 

H238 

EQUIP  testing  SVCS/CONSTRUCTION  EQUIP 

0 

0 

0 

350 

«240 

EQUIP  testing  svcs/rope-cpble-chpin 

21 

37 

188 

64 

H242 

EQUIP  testing  SVCS/FIRE-RESCUE-SPFETY  EQ 

124 

36 

38 

0 

H243 

EQUIP  testing  SVCS/PUMPS  &  COMPRESSORS 

68 

0 

0 

0 

H244 

EQUIP  TESTING  SVCS/FURNPCE-NUCLEPR  REPC 

0 

0 

72 

0 

H249 

EQUIP  testing  SVCS/MPINTENPNCE  SHOP  EQ 

0 

0 

507 

0 

H252 

EQUIP  testing  SVCS/MEPSURING  TOOLS 

0 

89 

0 

0 

H254 

EQUIP  TESTING  SVCS/PREFPB  STRUCTURES 

48 

0 

0 

0 

H25B 

EQUIP  TESTING  SVCS/CONSTRUCTION  MRTERIRL 

213 

38 

30 

0 

H258 

EQUIP  TESTING  SVCS/COMMUNICPTION  EQUIP 

391 

4,961 

14.519 

23,318 

H259 

EQUIP  TESTING  SVCS/ELECTRICBL-ELCT  EQUIP 

447 

353 

1,284 

6,252 

H261 

EQUIP  TESTING  SVCS/POUIER  DISTRIBUTION  EQ 

32 

132 

50 

46 

H263 

EQUIP  TESTING  SVCS/RLRRM  &  SIGNPL  SYSTEM 

25 

0 

0 

0 

H266 

EQUIP  TESTING  SVCS/INSTRUMENTS  &  lPB  EQ 

290 

172 

0 

0 

H267 

EQUIP  TESTING  SVCS/PHQTOGRPPHIC  EQUIP 

322 

0 

60 

0 

H268 

EQUIP  TESTING  SVCS/CHEMICRL  PRODUCTS 

0 

30 

435 

78 

H269 

EQUIP  TESTING  SVCS/TRRINING  flIDS-OEVICES 

0 

233 

143 

0 

H270 

EQUIP  TESTING  SVCS/PDP  EQUIP  &  SUPPLIES 

402 

257 

273 

381 

H280 

EQUIP  TESTING  SVCS/BRUSHES-PflINTS-SERLER 

0 

0 

41 

0 

H284 

EQUIP  TESTING  SVCS/CLOTHING  -  INDIVID  EQ 

311 

0 

843 

876 

H285 

EQUIP  testing  SVCS/TOII.ETRIES 

0 

0 

0 

1,261 

+<291 

EQUIP  TESTING  SVCS/FUELS-LUBRICRNTS-OILS 

1,009 

1,297 

1,444 

870 

W294 

EQUIP  TESTING  SVCS/NONMETPLIC  CRUDE  MPT 

0 

0 

0 

0 

H295 

EQUIP  TESTING  SVCS/METRL  BfiRS  &  SHEETS 

17 

0 

0 

27 

+1296 

EQUIP  TESTING  SVCS/ORES  &  HINERRLS 

12 

0 

0 

0 

H29g 

EQUIP  TESTING  SVCS/niSCELLPNEOUS  EQUIP 

2.226 

3.139 

1,611 

880 

H2 

TOTPL  EQUIPMENT  &  MPTERIPLS  TESTING 

28,187 

25,821 

39,989 

90,179 

'H310 

INSPECTION  SERVICE/UEPPONS 

0 

0 

0 

1,141 

H313 

INSPECTION  SERVICE/RMMO  S  EXPLOSIVES 

0 

139 

38 

0 

H314 

INSPECTION  SERVICE/GUIDEO  MISSILES 

125 

90 

235 

794 

H315 

INSPECTION  SERVICE/PIRCRPFT 

664 

299 

0 

0 

H316 

INSPECTION  SERVICE/PIRCRPFT  COMPONENTS 

110 

-59,185 

0 

0 

H317 

INSPECTION  SERVICE/PIRCRPFT  GROUND  EQUIP 

55 

41 

0 

0 

H319 

INSPECTION  SERVICE/SHIPS-SML  CRPFT-DOCKS 

534 

354 

0 

0 

H320 

INSPECTION  SERVICE/MPRINE  EQUIP 

10 

0 

236 

2.222 

^322 

INSPECTION  SERVICE/RPILUPY  EQUIP 

54 

0 

0 

0 

H323 

INSPECTION  SERVICE/VEHICLES-TRPILERS-CVC 

389 

0 

0 

0 

H329 

INSPECTION  SERVICE/ENGINE  PCCESSORIES 

0 

0 

62 

0 

H336 

INSPECTION  SERVICE/INDUSTRIPL  MPCHINERY 

51 

0 

55 

0 

H338 

INSPECTION  SERVICE/CONSTRUCTION  EQUIP 

0 

30 

0 

0 

H339 

INSPECTION  SERVICE/MPTERIPlS  HANDLING  EQ 

18 

0 

0 

0 

H342 

INSPECTION  SERvICE/FIRE-RESCUE-SPFETY  EQ 

48 

36 

38 

0 

H344 

inspection  SERVICE/FURNPCE-NUCLEPR  REPC 

257 

98 

261 

294 

H346 

INSPECTION  SERViCE/yPTER  PURIFICATION  EQ 

94 

69 

74 

0 

H347 

INSPECTION  SERVICE/PIPE-TUBING-HOSE 

0 

85 

0 

0 

H34g 

INSPECTION  SEPVICE/MPINTENPNCE  SHOP  EQ 

855 

0 

131 

0 

H3^4 

INSPECTION  SEPVICE/PREFPB  STRUCTURES 

29 

0 

0 

0 

H356 

INSPECTION  SERVICE/CONSTRUCTION  MATERIAL 

0 

0 

0 

29 

H358 

INSPECTION  SERvICE/COMMUNICPTION  EQUIP 

85 

26 

0 

1 . 130 

H359 

iNSPEcrroN  sepvice/electricpl-elct  equip 

592 

337 

333 

1,428 

H361 

INSPECTION  SERVICE/POUER  DISTRIBUTION  EQ 

42 

0 

0 

0 

H366 

INSPECTION  SEPVICE/INSTRUMENTS  &  LP8  EQ 

0 

0 

50 

0 

H370 

inspection  SERvICE/PDP  EQUIP  8  SUPPLIES 

0 

2,160 

0 

0 

H381 

INSPECTION  SERVICE/CONTPINERS-PPCKPGING 

11 

0 

0 

0 

H391 

inspection  SERVICE/FUELS-LUBRICPNTS-OILS 

0 

0 

115 

0 

H399 

inspection  sepvice/miscellpneous  equip 

38 

836 

1.074 

1.520 

TABLE  B.  Other  Services  and  Construction 

(Continued) 

(Amounts  in  Thousands  of  Dollars) 


SERVICE 

FISCAL  YEAR 

CODE 

DESCRIPTION 

1982 

1983 

1984 

1985 

H3 

TOTfiL  INSPECTION  SERVICES 

4,061 

-54.585 

2,702 

8,558 

H999 

MISCELLPNEOUS  TESTING  RND  INSPECTION  SVC 

20.017 

20,784 

22 . 797 

34.230 

H  TOTfiL  QUPLITV  COf^ROL.  TESTING  &  INSPECTION  SERV 

J  liRINTENRNCE.  REPfilR  &  REBUILDING  OF  EQUIPn 

113.706 

139,660 

208.401 

291,985 

JOlO 

fIRINT-REPPIR 

OF 

EQ/UEPPONS 

34.385 

18.600 

24,982 

15.413 

JOll 

MPINT-REPRIR 

OF 

EQ/NUCLEPR  ORDNANCE 

16.020 

76 

260 

328 

J012 

nPlNT-REPfilR 

OF' 

EQ/FIRE  CONTROL  EQUIP 

50.872 

62.216 

74,031 

96,728 

J013 

nPINT-REPfilR 

OF' 

EQ/PMMO  &  EXPLOSIVES 

2.292 

4,287 

29.657 

22,860 

3014 

MPINT-REPRIR 

OF 

EQ/GUIDED  MISSILES 

366,034 

355,521 

318 .715 

253,688 

3015 

mpint-reppir 

OF 

EQ/PIRCRPFT 

1.331.783 

873,234 

1,059,679 

1,192,657 

3016 

f1PI^^T-REPPIR 

OF 

EQ/PIRCRPFT  COMPONENTS 

187.182 

216,271 

195,405 

220,895 

3017 

MPINT-REPPIR 

OF 

EQ/PIRCRPFT  GROUND  EQUIP 

15.144 

21.952 

14.062 

35,608 

3018 

mpint-reppir 

OF 

EQ/SPPCE  VEHICLES 

2.500 

2,420 

10.243 

3,202 

3019 

MPI^fT-REPPlR 

OF 

eq/ships-sml  crpft-oocks 

1.374.241 

1,136,766 

1.063,359 

1,129,314 

3020 

mpint-reppir 

OF 

eq/mprine  equip 

18,044 

39.935 

14.313 

65,468 

3022 

mpint-reppir 

OF 

EQ/RPILUIPY  equip 

6.025 

9,327 

6,692 

1.974 

3023 

mpint-reppir 

OF 

eq/vehicues-trsilers-cyc 

45.858 

53,965 

39.573 

33,860 

3024 

mpint-reppir 

OF 

EQ/TRPCTORS 

2,274 

10,877 

2,977 

2.855 

3025 

mpint-reppir 

OF 

EQ/VEHICULRR  EQUIP 

4.427 

4.230 

3.292 

2,082 

3026 

mpint-reppir 

OF 

EQ/TIRES  »  TUBES 

2.185 

1.808 

439 

488 

3028 

riPINT-REPPIR 

OF 

EQ/ENGINES  &  TURBINES 

360,190 

196,820 

185,450 

217,921 

3029 

mpint-reppir 

OF 

EQ/EN5INE  fiCCESSORIES 

22.795 

24,298 

29.171 

31,352 

3030 

mpint-reppir 

OF 

EQ/MECH  POWER  TRPNS  EQ 

21.342 

3,865 

1,457 

1.445 

3031 

MPINT-REPPIR 

OF 

EQ/BERRINGS 

219 

613 

37 

603 

J032 

mpint-reppir 

OF 

eq/woooworking  machinery 

42 

41 

0 

340 

J034 

MPINT-REPPIR 

OF 

eQ/METPLWORK  MPCHINERV 

8.338 

33,342 

14.114 

24.372 

3035 

MPINT-REPPIR 

OF 

EQ/SERVICE  &  TRADE  EQUIP 

528 

458 

281 

983 

3036 

MPINT-REPPIR 

OF 

eq/inoustripl  machinery 

27,382 

14.083 

27,275 

35,802 

3033 

mpint-reppir 

OF 

EQ/PGRICULTURE  MACHINERY 

0 

60 

87 

123 

3038 

MPINT-REPPIR 

OF 

EQ/CONSTRUCTION  EQUIP 

2.680 

1.340 

2.490 

815 

3039 

mpint-reppir 

OF 

EQ/MPTERIPlS  HANDLING  EQ 

12.460 

16.950 

6,635 

11,305 

3040 

MPINT-REPPIR 

OF 

EQ/ROPE-CRBLE-CHflIN 

4.292 

95 

0 

84 

3041 

mpint-reppir 

OF 

EQ/REFRIGERRTION  -  flC  EQ 

8.406 

8,768 

7,782 

7,525 

3042 

mpint-reppir 

OF 

EQ/FIRE-RESCUE-SRFETV  EQ 

3.972 

3.900 

4,392 

5,346 

3043 

MPINT-REPPIR 

OF 

EQ/PUflPS  &  compressors 

5.523 

4.851 

12,329 

5,505 

3044 

MPINT-REPPIR 

OF 

EQ/FURNPCE-NUCLEPR  REPC 

995 

20.681 

5,780 

2,597 

3045 

MPINT-REPPIR 

OF 

EQ/PLUMBING-HEPTING  EQ 

6.598 

4.489 

5.120 

3,546 

3046 

mpint-reppir 

OF 

EQ/UPTER  PURIFICATION  EQ 

250 

650 

1.461 

443 

3047 

MPINT-REPPIR 

OF 

EQ/PIPE-TU8ING-HOSE 

4.278 

714 

125 

312 

3048 

MPINT-REPPIR 

OF 

EQ/VRLVES 

1.954 

1,012 

1,360 

2.404 

3049 

MPINT-REPPIR 

OF 

EQ/MPINTENPNCE  SHOP  EQ 

27,922 

17.551 

10,375 

26.439 

3051 

MPINT-REPPIR 

OF 

EQ/HPNO  TOOLS 

24 

27 

26 

28 

3052 

MPINT-REPPIR 

OP 

EQ/MEPSURING  TOOLS 

794 

428 

1.320 

1.446 

3053 

MPINT-REPPIR 

OF 

EQ/HPROUIPRE  &  ABRASIVES 

158 

368 

0 

160 

3054 

MPINT-REPPIR 

OF 

EQ/PREFPB  STRUCTURES 

282 

133 

0 

340 

3055 

MPINT-REPPIR 

OF 

EQ/LUMBER  &  MILLUIORK 

0 

0 

0 

109 

3056 

MPINT-REPPIR 

OF 

EQ/CONSTRUCTION  MATERIAL 

692 

13.429 

1,523 

1.505 

3058 

mpint-redpir 

OF 

EQ/COMMUNICPTION  EQUIP 

315.180 

467,919 

595,592 

538.024 

3059 

MPINT-REPPIR 

OF 

eq/electricpl-elct  equip 

159,413 

150,201 

138 . 769 

505,871 

3061 

MPINT-REPPIR 

OF 

EQ/POWER  distribution  EQ 

3.586 

3,296 

3,811 

4.677 

3062 

MPINT-REPPIR 

OF 

eq/lighting  fixtures 

50 

64 

88 

58 

3063 

mpint-reppir 

OF 

eq/plprm  &  signal  system 

2.826 

2,026 

2,502 

768 

3065 

mpint-reppir 

OF 

EQ/MEOICPL  &  dental  EQ 

5.265 

5,265 

7.517 

7.712 

3066 

mpint-reppir 

OF 

EQ/INSTRUMENTS  &  LPB  EQ 

97.529 

93,734 

61.387 

112,395 

3067 

mpint-reppir 

OF 

eq/photogrpphic  equip 

1.977 

2.547 

3.069 

4.516 

3068 

mpint-reppir 

OF 

EQ/CHEMICPL  products 

0 

27 

376 

-68 

3069 

MPINT-REPPIR 

OF 

eq/trpining  pios-devices 

5.475 

12.976 

31.597 

40,987 

3070 

mpint-reppir 

OF 

eq/pdp  equip  &  supplies 

184,470 

225.920 

237.325 

333.291 

3071 

mpint-reppir 

OF 

EQ/FURNITuRE 

3.709 

2.424 

3.222 

2,865 

30  72 

mpint-reppir 

OF 

EQ/HOUSEHOlD  furnishings 

14.005 

4.265 

15,519 

7.018 

3073 

mpint-reppir 

OF 

EQ/FOOD  prep-serving  EQ 

2.207 

8,663 

1.268 

9.931 

3074 

mpint-reppir 

OF 

EQ/OFPICE  machines 

15.081 

21.221 

21,257 

3075 

mpint-reppir 

OF 

EQ/OFFICE  SUPPLIES 

396 

399 

215 

3076 

mpint-reppir 

OF 

EQ/BOOxS-MPPS-PUBS 

132 

0 

248 

30  77 

mpint-reppir 

OF 

eq/musicpl  inst-rpdio-tv 

254 

96 

163 

3078 

mpint-reppir 

OF 

EQ/RECREPTIONPl  equip 

302 

347 

101 

3079 

mpint-reppir 

OF 

EQ/CLEPNING  EQUIP 

111 

62 

133 

3080 

mpint-reppir 

OF 

eq/brushes- paints- sealer 

33 

600 

293 

1.678 

3081 

mpint-reppir 

OF 

eq/contpiners-ppckpging 

755 

296 

56 

337 
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CODE 

DESCRIPTION 

1  962 

1983 

1984 

1985 

•SQM 

om 

J  MfilNTTENPNCE.  REPPIR  &  REBUILDING  OF  EQUiPfl 

5:- 

J083 

MPir^-REPPIR 

OF 

eq/textiles-lepther-furs 

547 

1.489 

1.443 

1.319 

V.,  V. 

J084 

MPINT-REPPIR 

OF 

EQ/CLOTHING  -  INDIVID  EQ 

65 

684 

184 

2.189 

J085 

MPI NT -REPPIR 

OF 

EQ/TOILETRIES 

0 

47 

0 

0 

v>  ■ 

J091 

MPINT-REPPIR 

OF 

eq/fuels-lubricpnts-oils 

1.330 

245 

94 

241 

V 

J095 

MPINT-REPPIR 

OF 

EQ/METPL  BPRS  6  SHEETS 

550 

495 

-163 

585 

J099 

MPINT-REPPIR 

OF 

EQ/MISCELLPNEOUS  EQUIP 

38,464 

32  .  760 

94.853 

184,660 

J 

TOTPL  MPINTENPNCE.  REPPIR  &  REBUILDING  OF  EQUIPM 

4.841,504 

4.212.670 

4.387.196 

5.241,341 

3 

K  MOOIFICPTION  OF  EQUIPflEhTT 

KOlO 

MODIFICPTION 

OF 

EQ/UEPPONS 

15.719 

30,367 

7.367 

6.188 

‘A' 

KOll 

MOOIFICPTION 

OF 

EQ/NUCLEPR  ORDNPNCE 

0 

0 

-237 

690 

f  %*“ 

K012 

MODIFICPTION 

OF 

EQ/FIRE  CONTROL  EQUIP 

797 

831 

23.208 

2.929 

K013 

MOOIFICPTION 

OF 

EQ/PMMO  &  explosives 

41 

1.005 

399 

2,538 

K014 

MODIFICPTION 

OF 

EQ/GUIDED  MISSILES 

59.324 

64.705 

115,298 

232.467 

K015 

MODIFICPTION 

OF 

EQ/PIRCRPFT 

316.324 

366.417 

760,335 

870,393 

Lj^ 

K016 

MODIFICPTION 

OF 

EQ/PIRCRPFT  COMPONENTS 

23.603 

66.346 

33.726 

161,967 

•  ' 

K017 

MODIFICPTION 

OF 

EQ/PIRCRPFT  GROUND  EQUIP 

1.988 

192 

773 

1.243 

tPWT^ 

KQ18 

MODIFICPTION 

OF 

EQ/SPflC£  VEHICLES 

-440 

0 

0 

-497 

K019 

MOOIFICPTION 

OF 

EQ/SHIPS-SML  CRfiPT-OOCKS 

205.782 

334.271 

424.738 

239,959 

F  W 

K0?0 

MODIFICPTION 

OF 

EQ/HPRINE  EQUIP 

924 

1,112 

2,356 

1.681 

K022 

MOOIFICPTION 

OF 

EQ/RPILUIPY  EQUIP 

439 

458 

41 

0 

>  .• 

K023 

MODIFICPTION 

OF 

EQ/VEHICLES-TRPILERS-CYC 

38,251 

9.536 

2.409 

187 

K024 

MOOIFICPTION 

OF 

EQ/TRPCTORS 

31 

0 

0 

374 

■c^■. 

K025 

MOOIFICPTION 

OF 

EQ/VEHICULRR  EQUIP 

814 

1.570 

-674 

0 

Ys-  • 

K026 

MOOIFICPTION 

OF 

6Q/TIRES  8  TUBES 

0 

0 

98 

0 

K028 

MOOIFICPTION 

OF 

6Q/ENGINES  &  TURBINES 

83,275 

110,532 

129,005 

164.472 

K029 

MOOIFICPTION 

OF 

EQ/ENGINE  PCCESSORIES 

0 

841 

148 

1,015 

K030 

MOOIFICPTION 

OF 

EQ/MECH  POWER  TRPNS  EQ 

595 

105 

0 

0 

K034 

MOOIFICPTION 

OF 

eq/metpluork  mpchinery 

-471 

0 

153 

212 

K035 

MOOIFICPTION 

OF 

EQ/SERVICE  &  TRPOE  EQUIP 

0 

95 

0 

0 

*• 

4(036 

MOOIFICPTION 

OF 

EQ/INOUSTRIPL  MPCHINERY 

125 

0 

110 

34 

^*’  s‘ 

K038 

MODIFICPTION 

OF 

EQ/CONSTRUCTION  EQUIP 

4,985 

4.960 

5,221 

0 

L-  •- 

K039 

MOOIFICPTION 

OF 

EQ/MPTERIPLS  HPNOLING  EQ 

217 

258 

136 

0 

;-\  ' 

K041 

MOOIFICPTION 

OF 

EQ/REFRIGERPTION  -  PC  EQ 

662 

280 

1,799 

0 

K042 

MOOIFICPTION 

OF 

eq/fire-rescue-spfety  eq 

7,750 

407 

3,854 

84 

K043 

MODIFICPTION 

OF 

EQ/PUMPS  8  COMPRESSORS 

103 

0 

123 

35 

*.’■  -.* 

K044 

MODIFICPTION 

OF 

EQ/FURNPCE-NUCLEPR  REPC 

461 

202 

0 

59 

K046 

MOOIFICPTION 

OF 

EQ/PLUMBING-HEPTING  EQ 

230 

0 

0 

0 

MiH 

4(047 

MOOIFICPTION 

OF 

EQ/PIPE-TU6ING-H0SE 

0 

0 

98 

54 

WM 

K048 

MODIFICPTION 

OF 

eq/vplves 

16 

0 

0 

-291 

K04g 

MODIFICPTION 

OF 

EQ/MPir«rrENPNce  shop  eq 

-162 

48 

57 

3.246 

K053 

MODIFICPTION 

OF 

EQ/HPRDUIPRE  8  PBRPSIVES 

0 

30 

0 

0 

-  ^ 

K064 

MODIFICPTION 

OF 

eq/prefpb  structures 

112 

0 

0 

34 

K055 

MODIFICPTION 

OF 

EQ/LUM6ER  8  MILLWORK 

0 

0 

37 

55 

•  “ 

K056 

MODIFICPTION 

OF 

eq/construction  mpteripl 

173 

122 

405 

31 

»  ‘ 

K0S8 

MODIFICPTION 

OF 

EQ/COMMUNICPTION  EQUIP 

112,225 

98,258 

137,501 

239,074 

r* 

K059 

MODIFICPTION 

OF 

eq/electricpl-elct  equip 

45.904 

55,105 

73,152 

70 . 107 

K061 

MOOIFICPTION 

OF 

EQ/POUER  DISTRIBUTION  EQ 

3.702 

205 

235 

212 

*(063 

MOOIFICPTION 

OF 

EQ/PLPRM  8  signal  system 

16 

0 

0 

0 

K065 

MODIFICPTION 

OF 

EQ/MEDICPL  8  dental  EQ 

0 

0 

0 

449 

K066 

MOOIFICPTION 

OF 

eq/instruments  8  lpb  eq 

6.984 

2.178 

1.839 

-778 

r^T 

K067 

MOOIFICPTION 

OF 

EQ/PHOTOGRPPHIC  EQUIP 

84 

33 

164 

1.883 

» *  * 

K069 

MODIFICPTION 

OF 

EQ/TRPINING  PIOS-OEVICES 

6.002 

21,402 

41.177 

48 . 443 

K070 

MODIFICPTION 

OF 

EQ/PDP  EQUIP  8  SUPPLIES 

20.834 

21,886 

41.274 

13.192 

R074 

MODIFICPTION 

OF 

EQ/OFFICE  MACHINES 

33 

97 

239 

0 

K077 

MODIFICPTION 

OF 

EQ/MUSICPL  INST-RPDIO-TV 

16 

0 

0 

0 

K078 

MODIFICPTION 

OP 

EQ/RECREPTIONPL  EQUIP 

18 

0 

0 

0 

» 

K084 

MODIFICPTION 

OF 

EQ/CLOThING  -  INDIVID  EQ 

111 

109 

578 

105 

.*'  • . 

K095 

MODIFIi.PTION 

OF 

EQ/METPL  BPRS  8  SHEETS 

61 

130 

55 

0 

1  .  " 

“  •  • 

K099 

MODIFICPTION 

OF 

EQ/MISCELLPNEOUS  EQUIP 

1.767 

2,250 

32,594 

338.995 

'•1 

K 

TOTPL  MOOIFICPTION  OF  EQUIPMENT 

949,425 

1.196,343 

1.839. 791 

2.400.841 

t 

L  TECHNICPL  Pt‘PRESE^fTPTIVE  SERVICES 

'■■i' 

LOlO 

TECH  REP  SERVICES  /UEPPONS 

12.386 

9,398 

10.207 

7.929 

-<• 

LOU 

TECH  PEP  SERVICES  /NUClEPR  ORDNPNCE 

0 

76 

0 

0 

iV’-‘ . 

L012 

TECH  PEP  SERVICES  /FIRE  CONTROL  EQUIP 

6.069 

8.641 

4,451 

4.  Ill 

FISCAL  YEAR 


.•-A;’OLAk 


TABLE  B.  Other  Services  and  Construction 

(Continued) 

(Amounts  in  Thousands  of  Dollars) 


CODE 

DESCRIPTION 

1  982 

1  983 

1  984 

1985 

o' 

8E 

L  TECHNICfiL  REPRESENTOTIVE  SERVICES 

L013  TECH  REP  SERVICES  /RUMO  &  EXPLOSIVES 

1.864 

2.779 

235 

222 

L014 

tech 

REP  SERVICES 

/GUIDED  MISSILES 

126.472 

145,295 

102.637 

142,536 

L015 

TECH 

REP  SERVICES 

/AIRCRAFT 

91,204 

106.081 

91,690 

90.852 

a'  1 

L016 

TECH 

REP  SERVICES 

/AIRCRAFT  COMPONENTS 

44,981 

55.589 

79.674 

101.265 

SI ! 

L017 

TECH 

REP  SERVICES 

/AIRCRAFT  GROUND  EQUIP 

1.  766 

1.595 

507 

923 

L'«  o 

L018 

TECH 

REP  SERVICES 

/SPACE  VEHICLES 

120,437 

88,808 

131.274 

183.100 

L019 

TECH 

REP  SERVICES 

/SHIPS-SML  CRAFT-DOCKS 

29. 151 

75.142 

46,349 

21.456 

L020 

tech 

REP  SERVICES 

/MARINE  EQUIP 

3.242 

6.713 

16,072 

9.548 

L022 

TECH 

REP  SERVICES 

/RAILWAY  EQUIP 

0 

0 

157 

1 . 163 

L023 

TECH 

REP  SERVICES 

/VEHICLES-TRAILERS-CYC 

408 

2.673 

988 

0 

L025 

TECH 

REP  SERVICES 

/VEHICULAR  EQUIP 

0 

0 

0 

41 

SB 

L028 

TECH 

REP  SERVICES 

/ENGINES  &  TURBINES 

15.388 

16.308 

15,682 

16,630 

L029 

TECH 

REP  SERVICES 

/ENGINE  ACCESSORIES 

1,907 

2,166 

717 

1,156 

L030 

TECH 

REP  SERVICES 

/MECH  POWER  TRANS  EQ 

0 

282 

229 

141 

MB 

L034 

tech 

REP  SERVICES 

/metalwork  MACHINERY 

109 

210 

0 

0 

fl^na 

L035 

TECH 

REP  SERVICES 

/SERVICE  &  TRADE  EQUIP 

-42 

0 

0 

0 

aSB 

L036 

tech 

REP  SERVICES 

/INDUSTRIAL  MACHINERY 

49 

40 

43 

67 

lAn 

L041 

TECH 

REP  SERVICES 

/REFRIGERATION  -  AC  EQ 

97 

0 

0 

46 

L042 

TECH 

REP  SERVICES 

/FIRE-RESCUE-SAFETY  EQ 

21 

0 

46 

0 

Q 

LC43 

TECH 

REP  SERVICES 

/PUMPS  &  COMPRESSORS 

155 

77 

49 

28 

L044 

TECH 

REP  SERVICES 

/FURNACE-NUCLEAR  REAC 

57 

0 

29 

38 

L045 

TECH 

REP  SERVICES 

/PLUMBING-HEATING  EQ 

16 

45 

0 

0 

L046 

TECH 

REP  SERVICES 

/WATER  PURIFICRTION  EQ 

0 

0 

30 

0 

L047 

TECH 

REP  SERVICES 

/pipe-tubing-hose 

0 

34 

0 

0 

Ib3 

L048 

TECH 

REP  SERVICES 

/VALVES 

0 

40 

0 

0 

L049 

TECH 

REP  SERVICES 

/maintenance  SHOP  EQ 

300 

1,212 

166 

56 

L052 

TECH 

REP  SERVICES 

/measuring  TOOLS 

161 

5,695 

3,264 

0 

L053 

TECH 

REP  SERVICES 

/HARDWARE  8.  ABRASIVES 

0 

0 

0 

268 

■  > 

L054 

TECH 

REP  SERVICES 

/PREFAB  STRUCTURES 

20 

583 

55 

66 

L055 

TECH 

REP  SERVICES 

/LUMBER  &  MILLWORK 

0 

0 

70 

0 

L056 

TECH 

REP  SERVICES 

/CONSTRUCTION  MATERIAL 

0 

188 

33 

0 

L058 

tech 

R£P  SERVICES 

/COMMUNICATION  EQUIP 

35, 189 

37.113 

45.789 

23,576 

L059 

TECH 

PEP  SERVICES 

/electrical-elct  equip 

29.220 

31.994 

79,198 

24,149 

r-„' 

L061 

TECH 

REP  SERVICES 

/POWER  DISTRIBUTION  EQ 

30 

189 

200 

134 

y-y 

L063 

TECH 

REP  SERVICES 

/alarm  &  signal  SYSTEM 

45 

0 

499 

2,235 

L065 

tech 

REP  SERVICES 

/medical  S  dental  EQ 

12 

0 

0 

0 

; 

L066 

TECH 

REP  SERVICES 

/INSTRUMENTS  a  LAB  EQ 

586 

382 

947 

191 

L067 

TECH 

REP  SERVICES 

/PHOTOGRAPHIC  EQUIP 

5 

46 

0 

0 

L068 

TECH 

REP  SERVICES 

/CHEMICAL  PRODUCTS 

0 

0 

269 

0 

L069 

TECH 

REP  SERVICES 

/TRAINING  AIOS-OEVICES 

3,665 

3,507 

5,021 

819 

L070 

tech 

REP  SERVICES 

/POP  EQUIP  &  SUPPLIES 

12,355 

16.296 

10.676 

19,602 

L072 

TECH 

REP  SERVICES 

/HOUSEHOLD  FURNISHINGS 

0 

43 

0 

0 

’  1 

L074 

TECH 

REP  SERVICES 

/OFFICE  MACHINES 

68 

0 

0 

64 

L076 

tech 

REP  SERVICES 

/BOOKS-MAPS-PUBS 

-51 

318 

154 

0 

L078 

TECH 

REP  SERVICES 

/recreational  EQUIP 

0 

161 

0 

0 

L079 

tech 

REP  SERVICES 

/CLEANING  EQUIP 

0 

44 

0 

0 

V 

L089 

tech 

REP  SERVICES 

/SUBSISTENCE 

0 

63 

0 

0 

L095 

TECH 

REP  SERVICES 

/METAL  bars  a  SHEETS 

0 

68 

0 

0 

L099 

TECH 

REP  SERVICES 

/MISCELLANEOUS  EQUIP 

18.946 

39,160 

53. 123 

45,695 

L 

total  TECHNICAL  REPRESENTATIVE  SERVICES 

556.288 

659.056 

700,530 

698 , 107 

s 

M  OPERATION  OF  GOVERNHENT  OWNED  FACILITY 

ivR 

Mill 

OPER 

OF  GOVT  FAC 

/OFFICE  BUILDINGS 

0 

0 

13.279 

4.982 

M119 

OPER 

OF  GOVT  FAC 

/other  AOMIN-SVC  BLDGS 

377.247 

384.577 

409 . 063 

378.559 

Mil 

TOTAL  OPER  OF  GOVT 

fac/admin  a  SVC  buildings 

377.247 

384,577 

422.342 

383.541 

M121 

OPER 

OF  GOVT  FAC 

/AIR  TRAFFIC  TOWERS 

354 

1.257 

1.471 

2  ,  133 

M122 

OPER 

OF  GOVT  FAC 

/AIR  TRAFFIC  TNG  FAC 

319 

34 

530 

953 

Mi  2  3 

OPER 

OF  GOVT  FAC 

/radar  a  NAV  FACILITY 

96,620 

14  7  ,  464 

163.028 

MK^4 

OPER 

OF  GO'sTT  FAC 

/AIRPORT  RUNWAVS 

2.846 

4  ,  124 

2  ,  897 

2  .902 

pi- 

Ml?5 

OPER 

OF  GOVT  FAC 

/AIRPORT  TERMINALS 

4.331 

2.826 

5,036 

6.719 

>  .• 

Ml  26 

OPER 

OF  GOVT  FAC 

/MISSILE  SYSTEMS  FAC 

15,172 

86.915 

14.373 

20,916 

M127 

OPER 

OF  GOVT  FAC 

/ELCT  &  COMM  FAC 

266,956 

351.482 

323  .  748 

386,211 

*■ 

M128 

OPER 

OF  GOVT  FAC 

/ElCT  and  COMM  S'/S  FAC 

62,221 

0 

0 

0 

Ml  29 

OPER 

OF  GOVT  FAC 

/other  AIRFIELD  STRUCT 

1.975 

5 , 306 

24.338 

16,642 

M12 

TOTAL  OPER  OF  GOVT 

fac/airfield.  com  a  missile 

434.471 

548.564 

520.907 

599 .504 

FISCAL  YEAR 


SERVICE 

CODE 


FISCAL  YEAR 


DESCRIPTION 


'1^9 


OPERPTION  OP  GOVERNMENT  OUNEO  FACILITY 


M131  OPER  OF  GOVT  FftC  /SCHOOLS 

ni39  OPER  OF  GOVT  FRC  /EDUCftTIONOl  BLDGS 


total  OPER  OF  GOVT  FRC/EDUCP: lONPL  BUILDINGS 


ni42  OPER  OF  GOVT  FAC  /LABS  &  CLINICS 

f114  TOTAL  OPER  OF  GOVT  FAC/HOSPITAL  BUILDINGS 


OPER  OF  GOVT  FAC  /AMMUNITION  FACILITIES 
OPER  OF  GOVT  FAC  /MAINTENANCE  BLOGS 
OPER  OF  GOVT  FAC  /PRODUCTION  BlDGS 
OPER  OR  GOVT  FAC  /SHIP  CONST-REPAIR  FAC 
OPER  OF  GOVT  FAC  /TANk - AUTOMOTIVE  FAC 
OPER  OF  GOVT  FAC  /OTHER  INDUSTRIAL  BLDG 

TOTAL  OPER  OF  GOVT  FAC/INDUSTRIAL  BUILDINGS 


OPER  OF  GOVT  FAC  /FAMILY  HOUSING 
OPER  OF  GOVT  FAC  /RECREATIONAL  BLDGS 
OPER  OF  GOVT  FAG  /TROOP  HOUSING 
OPER  OT  GOVT  FAC  /DINING  FACILITIES 

total  OPER  OF  GOVT  FAC/RESIDENTIAL  BUILDINGS 


OPER  OF  GOVT  FAC  /AMMO  STORAGE  6 LOGS 

OPEP  OF  GOVT  FAC  /FOOD  STORAGE  BLDGS 

OPER  OF  GOVT  FAC  /FUEL  STOPAoE  BlOGS 

OPER  OF  GOVT  FAC  /OPEN  STORAGE  FAC 

OPER  OF  GOVT  FAC  /OTHER  uiAREHOUSE  BLOGS 

total  OPER  OF  GOVT  FAC /WAREHOUSE  BuIlOINGS 


OPER  OF  GOVT  FAC  /R&D  GOCO  FACILITIES 
OPER  OF  GOVT  PAC  /PRO  GOGO  FAi.KITIES 


total  OPER  OF  GOVT  PhC/R  &  D  FACILITIES 


914,886 

100.087 

100.508 

7.007 

31.021 

11.265 


936  ,  740 
114  .764 
147,500 
134, V46 
8  7  .  786 
8.895 


1.276,614 
152,582 
91,562 
41 .  750 
14.365 
9,096 


1,181.290 

153,025 

98,710 

698 

27.021 

9.491 


OPEP  OF  GOVT  FAC 
OPEP  UF  L'OvT  FAC 
npEP  fiF  ocvT  r-pr 


/Prohibition  buh dings 

/TfcSriN.?  BUILDINGS 

/mk>'el laneous  Bldgs 


128,606 

59.757 


0 

12.301 

182.141 


148,58? 

31,425 


0 

II  .379 
149  .054 


170.445 

25,990 


0 

48.64C 

183.830 


198  .198 
9.525 


80 

87 ,  380 
142,587 


tll9 

TuTPl  OPLR  Of  GOVT  FAC.'  jTMtR  BuILDINGS 

194 , 442 

160 .433 

232.473 

TABLE  B.  Other  Services  and  Construction 

(Continued) 

(Amounts  in  Thousands  of  Dollars) 


FISCAL  YEAR 

SERVICE 

CODE 

DESCRIPTION 

1982 

1983 

1984 

1985 

M  OPERRTION  OF  GOVERNMENT  OWNED  FfiCILITY 

M2gg 

OPER  OF  GOVT 

FPC  /PLL  OTHER  NON-BLDG  STRU 

54.535 

34.623 

35 , 158 

75,277 

M29 

TOTRL  OPER  OF  GOVT  FPC/OTHER  NON-BUlLOING  STRUCT 

54.535 

34,623 

35,158 

75.277 

M2 

TOTPL  OPER  OF  GOVT  FPC/NON-BUILDING  STRUCTURES 

58,855 

38 , 126 

43.949 

81 .  706 

M 

TOTP._  OPERPTION 

OF  GOVERNMENT  OWNED  FPCILITY 

2.466,250 

2.797.578 

3,124,330 

3.057.293 

N  iNSTPLLfiTION  OF  EQUIPMEP/T 

NOiO 

INSTPLLRTION 

OF 

EQ/WEPPONS 

2,637 

8.662 

3  .  702 

17,662 

N012 

INSTPLLPTION 

OF 

EQ/FIRE  CQNfTROL  EQUIP 

617 

9.628 

1,004 

1.640 

N013 

instpllption 

OF 

EQ/PMMO  &  explosives 

15,751 

749 

42 

0 

N014 

INSTPLLPTION 

OF 

EQ/G'IIDEO  MISSILES 

6.483 

85.295 

95,087 

31,292 

N015 

instpllption 

OF 

EQ/PIRCRPFT 

0 

403 

283 

0 

N016 

instpllption 

of 

EQ/PIRCRPFT  COMPONENTS 

1.940 

1,021 

277 

935 

N017 

instpllption 

OF 

EQ/AIRCRAFT  GROUND  EQUIP 

1.012 

1.702 

31 

1.600 

N018 

instpllption 

OA 

EQ/SPACE  VEHICLES 

63,284 

22,555 

27.218 

0 

N019 

instpllption 

Of 

EQ/ShIPS-SML  CRAFT-DOCKS 

14.406 

3.706 

49.946 

29.385 

N020 

INSTPILLOTION 

Of 

EQ/MARINE  EQUIP 

1.309 

500 

1,217 

1,998 

N022 

instpllption 

OF 

eq/railuiay  equip 

0 

84 

0  ; 

0 

N023 

instpllption 

OF 

eq/vehicles-trailers-cyc 

88 

37 

0 

0 

N':28 

instpllption 

OF 

EQ/ENGINES  &  TURBINES 

109 

91 

0  ! 

0 

N031 

instpllption 

OF 

EQ/BEPRINGS 

0 

0 

92 

3,716 

N034 

instpllption 

OF 

EQ/METPluiORK  mpchinery 

1.497 

11,660 

1.428 

622 

N035 

instpllption 

OF 

EQ/SERvICe  «  TRADE  EQUIP 

102 

0 

-277 

43 

N036 

instpllption 

OC 

eq/inoustripl  mpchinery 

1,504 

1,397 

0 

456 

N039 

instpllption 

OF 

EQ/MPTERIPLS  HANDLING  EQ 

127 

189 

502 

690 

N040 

instpllption 

OF 

EQ/R0PE-CP8LE-CHPIN 

0 

81 

113 

81 

N041 

installation 

OF 

EQ/REFRIGERPTION  -  PC  EQ 

946 

1.899 

228 

724 

N042 

installation 

OF 

EQ/FIRE-PESCUE-SPFETY  EQ 

119 

888 

565 

170 

N043 

instpllption 

OF 

EQ/PUMPS  &  COMPRESSORS 

248 

488 

398 

0 

N044 

INSTPLlPTION 

OF 

eq/furnpce-nuclepr  repc 

174 

2.285 

92 

0 

N045 

instpllption 

OF 

EQ/PLUMBING-hEPTING  EQ 

797 

606 

263 

33 

N046 

instpllption 

Of 

EQ/WPTER  PuRIFICPTION  EQ 

3.234 

118 

0 

0 

N048 

instpllption 

OF 

EQ/VPLVES 

38 

0 

0 

0 

N049 

instpllption 

OF 

EQ/MPInTENPNCE  shop  EQ 

2,653 

46 

40 

0 

N053 

instpllption 

OF 

EQ/HPRDUPRE  &  PBRPSIVES 

47 

0 

0  1 

0 

N054 

instpllption 

OF 

EQ/PREFPB  structures  I 

277 

149 

0 

270 

NOse 

instpllption 

OF 

eq/construction  mpteripl 

56 

489 

94 

0 

N058 

instpllption 

OF 

eq/communicption  equip 

70.457 

66,346 

76.001 

74,447 

N059 

instpllption 

OF 

eq/electricpl-elct  equip 

12,189 

16.074 

3.075 

8.324 

N061 

instpllption 

OF 

EQ/POWER  distribution  EQ 

1.752 

504 

571 

45 

N062 

instpllption 

OF 

eq/ligkting  fixtures 

108 

193 

0 

r 

N063 

instpllption 

OF 

EQ/PLPRM  &  SIGNPL  SYSTEM 

792 

1.711 

366 

1,359 

N065 

instpllption 

OF 

EQ/MEOICPL  &  DENTPL  EQ 

243 

-58 

80 

0 

N066 

instpllption 

OF 

eq/instruments  a  lpb  EQ 

379 

156 

0 

750 

N067 

instpllption 

OF 

EQ/PHOTOGRPPHIC  EQUIP 

139 

0 

0 

0 

N068 

instpllption 

OF 

eq/chemicpl  products 

0 

0 

1,957 

3,234 

N069 

instpllption 

OF 

EQ/TRPINING  pids-oevices 

2.077 

1,576 

1,662 

5  .  100 

N070 

instpllption 

OF 

EQ/POP  equip  a  supplies 

1.601 

3,685 

3,805 

5.592 

N071 

instpllption 

OF 

eq/furniture 

249 

156 

30 

250 

NC72 

instpllption 

OF 

EQ/HOUSEHOLD  FURNISHINGS 

689 

188 

243 

0 

N073 

instpllption 

OF 

EQ/FOOD  PREP-SERVING  EQ 

18 

0 

0 

0 

NO  74 

instpllption 

OF 

EQ/OFFICE  MPCHINES 

147 

0 

37  7  ; 

0 

NO  76 

instpllption 

OF 

EQ/BOOkS-MPPS-PUBS 

0 

84 

0 

35 

N077 

instpllption 

OF 

eq/musicpl  inst-rpdio-tv 

17 

0 

0 

0 

N078 

INSTPLLP'TION 

OF 

EQ/RFCPEPTIONPL  equip  I 

73 

42 

0 

28 

NO  8  3 

instpllption 

OF 

EQ/TExTIlE5-LEPThER'FURS  ' 

0 

0 

0 

279 

N099 

instpllption 

OF 

EQ/MISCElLPNEOUS  equip 

9.879 

17.988 

42  ,  767 

59  .  769 

TABLE  B.  Other  Services  and  Construction 

(Continued) 

(Amounts  in  Thousands  of  Dollars) 


CODE  DESCRIPTION 

1  982 

1983 

— 

1  984 

1  985 

P 

5PLVPGE  SERVICE 

PlOO 

DISPOSPL  OF  EXCESS  PNO  SURPLUS  PROPERTY 

1,445 

14,907 

14, 715 

19.529 

P200 

SPLVPGE  OF  PIRCRPFT 

26 

95 

762 

116 

P300 

SPLVPGE  OF  VESSELS  -  UPTER  TYPE 

2.003 

-235 

837 

0 

P400 

OEHOLITION  OF  BUILDINGS 

1.723 

1,255 

2.422 

7 .429 

P500 

DEnOLlTION  OF  STRUCTURES  FPCILITIES 

477 

540 

3.837 

8 , 791 

P999 

other  SPLVPGE  SERVICES 

12,372 

14  .103 

22.664 

39,921 

P 

TOTRl  SPLVPGE  SERVICE 

18,046 

30.665 

45,237 

75 . 786 

Q  MEDICPL  SERVICE 

QlOl 

DEPENDENT  MEDICPRE 

40.311 

47.241 

’  ,  445 

3.544 

Q201 

GENERPL  hEPlTh  CPRE 

226.091 

48.677 

30.059 

150.843 

Q301 

tPBORPTORv  testing  -  MEDICPL 

1.362 

2,604 

1,783 

4.998 

Q401 

NURSING  SERVICES 

0 

0 

120 

242 

Q502 

neoICPu  SERVICE/CPPDIO-VPSCULPR 

0 

62 

50 

410 

Q507 

MEDICPL  SERVICE/GVNECOLOGV 

641 

1,565 

1.137 

1,395 

Q508 

MEDICPl  SERvICE/hEMPTOlOGY 

13 

36 

0 

0 

Q509 

MEDICPL  SERvICE/INTERNPL  MEDICINE 

0 

0 

0 

47 

Q510 

MEDICPL  SERVICE/NEURCLOGV 

23 

0 

120 

565 

Q511 

MEDICPL  SERVICE/OPhTHPLMOLOGY 

13 

0 

0 

0 

QS12 

MEDICPL  SERVICE/OPTOMETRy 

45 

0 

0 

0 

Q513 

MEDICPL  SERVICE/ORTHOPEDICS 

494 

436 

891 

2.026 

Q514 

MEDICPl  SERVICE/OTOLPPVNGOLOGY 

15 

0 

0 

31 

Q515 

MEDICPL  SERVICE/PPTHOlOGv 

244 

279 

38 

135 

QS16 

MEDICPl  SERVICE/PEOIPTRICS 

28 

0 

0 

98 

QS18 

PH'.'SICPL  MEDICINE  $  REhPBIlITPTION  SERVICES 

0 

0 

105 

0 

QS19 

MEDICPL  SERVICE/PSvChIRTRy 

21T 

148 

338 

309 

QS21 

MEDICPl  SERvICE/pulmonpry 

-JJ 

0 

0 

0 

Q522 

MEDICPL  SERVICE/RPDIOLOGY 

3,180 

2,887 

3.669 

3.177 

Q5?3 

MEDICPl  SERVICE/SURGERy 

606 

397 

228 

806 

Q524 

MEDICPL  SERVICE/ThORPCIC 

14 

0 

0 

0 

Q525 

MEDICPl  SERvICE/UROlOGy 

133 

0 

37 

41 

Q526 

MEOICPL/PSYCHIPTRIC  CONSULTPTION  SERVICES 

0 

0 

37 

472 

Q5 

TOTPL  SPECIPLIZED  MEDICPL  SERVICE 

5.644 

5,810 

6.650 

9,5i2 

Q999 

other  MEDICPL  SERVICES 

8,949 

2.041 

1.963 

2.224 

Q 

TOTRL  MEDICPL  SERVICE 

282.357 

106,373 

42,020 

171.363 

P  PROFESSIONPL  .  TECHMCPL  &  MPNPGEMENT  SERVI 

PUl 

P/E  CONSTRUCTION  /PDMIN  S  SVC  BLOGS 

10.366 

16,807 

22,375 

27.788 

PU2 

P/E  CONSTRUCTION  /PIRFIELO  &  MSL  FPC 

20,166 

26 .795 

26.477 

35.627 

R113 

P/E  CONSTRUCTION  /EDUCPTIONPL  BLOGS 

14.264 

11.943 

26,249 

13.318 

P114 

P/E  CONSTRUCTION  /H05PITPL  BUILDINGS 

25.024 

34.164 

19.674 

23.913 

R115 

P/E  CONSTRUCTION  /INO'  'TRIPl  BLOGS 

3.736 

12  ,565 

11.880 

11,436 

Pile 

P/E  CONS-rRUCTION  /RE5I0ENTIPL  BLOGS 

17,485 

21.290 

36,451 

28.493 

P117 

P/E  CONSTRUCTION  /UPREhOUSE  BLOGS 

3.333 

3,268 

10.137 

8.330 

PU8 

P/E  CONSTRUCTION  /RSD  FPCILHIES 

3.570 

3.272 

6.019 

3,166 

PU9 

P/E  CONSTRUCTION  /OTHER  BUILDINGS 

80.041 

93.513 

121,926 

100.478 

Rll 

TOTPL  P/E  CONSTRUCTION  /BUILDING  &  FPCILITY  STRU 

177,985 

223.617 

281.188 

252,549 

**=*=■===* 

P121 

P/E  CONSTRUCTION  /CONSERVPTION  &  DEV 

3.690 

6,806 

4.009 

4,568 

R122 

P/E  CONSTRUCTION  /HU:''^-ROPDS- BRIDGES 

4.214 

4.617 

4.011 

4 ,446 

R123 

P/E  CONSTRUCTION  /ELECTRIC  POU)ER  GENR 

9.434 

6.654 

5  .  166 

4,623 

R124 

P/E  CONSTRUCTION  /UTILITIES 

14.662 

13.560 

13,521 

15.575 

R129 

P/E  CONSTRUCTION  /OTHER  NON-BLOG  STRUCT 

39.324 

40.563 

28  .  307 

30.864 

R12 

TOTPL  P/E  construction  /NON-BUILDING  STRUCTURES 

71.324 

72.200 

55,014 

60.076 

FISCAL  YEAR 


»  .*• 

•  ,*  • 

* 

1 

i 

*-• 

xV-' 

TABLE  B.  Other 

(Amounts 

Services  and  Construction 

(Continued) 

In  Thousands  of  Dollars) 

SERVICE 

CODE  DESCRIPTION 

FISCAL  YEAR 

1982 

1  983 

1984 

1  985 

i 

R1 

TQTPL  R/E  CONSTRUCTION 

249 .309 

295,817 

326 .202 

312 , 625 

H 

fi211 

RRChITECT/ENGINFER  -  GENERRL 

198 . 367 

211  ,  928 

231.003 

305 , 567 

I'  ' 

R213 

R/E  -  DRRETING  engineering 

62 .778 

50,094 

78.672 

7.846 

1-  '- 

R213 

ft/E  -  INSPECTION 

11.409 

13,502 

8  ,024 

9.365 

1-'  ■ 

R214 

R/E  -  nRNRGEMENT  ENGINEERING 

140 .011 

98 ,920 

138 ,608 

154,877 

R215 

R/E  -  PRODUCTION  ENGINEERING 

260.221 

351  .832 

516.036 

406.517 

■ii 

R216 

R/E  -  MRRINE 

146 .584 

217,557 

316  ,  225 

424  ,  140 

1 

R219 

OTHER  RRCHITECTS  &  ENGINEERING  -  GENERAL 

295.631 

249  ,  795 

249 , 663 

324.211 

R2 

TOTAL  ARCHITECTS/ENGINEERS  -  GENERAL 

1,115.001 

1.193, 628 

1,637.131 

1.632,6J3 

.-r.j 

R301 

ADP  facility  MANRGEnENT 

10.846 

13.459 

24,890 

37.542 

R302 

POP  SVSTEHS  DEVELOPNENT  AND  PROGRAMhlNG 

111.240 

173,012 

280 ,233 

303  .272 

1  ^  • 

R303 

POP  entry 

5 .175 

5,504 

7  ,601 

9 ,511 

R304 

POP  transmission 

2.406 

2,014 

759 

951 

u"-' 

R305 

PDP  TELEPROCESSING 

0 

37  ,  307 

58.246 

60.475 

yi-j 

R3i6 

POP  Systems  Analysis 

0 

0 

0 

2.250 

R307 

Acn-OMATED  INPORMPTION  SYSTEM  SERVICES 

0 

0 

2.215 

24.820 

r  -T 

R399 

other  POP  SERVICES 

280,607 

342. 707 

442.303 

573.431 

R3 

total  AUTOMATIC  DATA  PROCESSING  SERVICES 

410.274 

574,003 

816 , 247 

1,012, 252 

R401 

MGT  SEPVICES/AOVERTISING 

118.647 

114,801 

86  ,810 

5. 008 

R402 

MGT  services/datp  collection 

31.336 

41,965 

44 .  140 

1.437 

r-"*^ 

R403 

MOT  services/finpncial-auditing 

7.368 

27,204 

35,270 

32 

R404 

MGT  SERVICES/LAND  SURVEYS  -  CADASTRAL 

13.136 

10 . 752 

14.249 

9,802 

R406 

MGT  SERVICES/OPERATIONS  RESEARCH 

5.532 

5 ,974 

4  .783 

4,458 

R406 

MGT  SERVICES/POLICY  REVIEW  -  DEVELOPMENT 

7.566 

4,264 

9  850 

3,596 

PI 

R407 

MGT  SERvICES/PROORAM  EVALUATION 

37.865 

46,268 

35,789 

41,767 

R408 

MGT  SERVICES/PROGRAM  MANAGEMENT -SUPPORT 

946.498 

455.784 

409.323 

485  .  463 

.  • 

R40g 

MGT  SERVICES/PROGRAM  REVIEW-OEVELOPMENT 

29.436 

46,016 

56,823 

32.958 

R410 

MGT  SERVICES/PUBLIC  RELATIONS 

63 

205 

217 

0 

R411 

MGT  sepvices/real  property  appraisals 

1.063 

257 

96? 

633 

• 

R412 

MOT  SERVICES/SIMULATIONS 

16 . 154 

18  ,  901 

17.418 

17  .  148 

.■ 

R413 

MOT  SERVICES/SPECIFICATIONS  DEVELOPMENT 

56.209 

91.559 

90 , 166 

63,221 

R414 

MGT  SERVICES/SYSTEMS  ENGINEERING 

614.510 

835.118 

1,029, 154 

1.086,850 

fl4l5 

MGT  services/technology  sharing 

78,961 

81.930 

101.315 

78 , 034 

R416 

CARE  OF  ANIMALS 

0 

0 

49 

622 

R417 

logistics  Support  services 

312.640 

413.491 

139,311 

60,061 

Bi 

R418 

legal  services 

0 

0 

1,227 

184 

R419 

EDijCATIOnAl  SERViCeSg  ,  933 

0 

0 

9.933 

10,592 

R420 

CERTIFICATIONS  5  ACCREDITATIONS 

0 

0 

0 

2.262 

R421 

technical  assistance 

0 

0 

6  .714 

13  .  795 

‘V 

R422 

TELEPHONE  S  FIELD  INTEPVIEU  SERVICES 

0 

0 

0 

1 ,  962 

,  - 

P423 

intelligence  services 

0 

0 

560 

2.723 

•- 

R424 

EXPERT  witness 

0 

0 

39 

202 

R425 

engineering  technical  SERVICES 

0 

0 

93.478 

170,734 

",  ■«  , 

R426 

COhmuNICATIONS  services 

0 

0 

3.530 

4.659 

».v 

R4g7 

personal  services 

0 

5.650 

4  .  764 

663 

R4g8 

other  professional  services 

8.708 

51,052 

160.423 

120  .  736 

P4gg 

OTHER  management  services 

313.011 

188.412 

69  ,609 

18'’  ,663 

•* , 

R4 

TOTAL  MANAGEMENT  $  PROFESSIONAL  SERVICES 

2.598.703 

2,439.603 

2  .  4  2  S  ,  9  1  1 

?  ,  4  Cl  7  .  3  4  5 

R5  01 

STiJCIES/ADP  SYSTEMS 

76.84? 

78,715 

0 

0 

^  - 

R502 

AIR  quality  analyses 

1 .  168 

661 

164 

8  0  4 

R503 

STuDIES/ARCHEOlOGICAL-PAlEONTOLOGICAL 

4 .345 

3.C87 

4.6  26 

3  168 

R5  0  4 

STuDIES/CHEMichL -biological 

5 , 252 

9  .  3  2  2 

3.923 

?  .  4  3  2 

•  _  • 

R^05 

STiJOIES/COSr  BENEFIT 

1  .  348 

729 

811 

2.124  ; 

»•  -* 

RSC6 

STiiCIES/DQTP  -  OTHER  Than  SCIENTIFIC 

17.203 

14.610 

27.536 

?S  ,  769 

R507 

STUOIES/ECONOMIC 

8C0 

2  .  36  2 

1,813 

1  ,678 

RS08 

STijOieS/FNDANGERED  SPECIES  PNIMAl 

106 

136 

36 

0 

RS09 

st.jdies/endangered  species  -  Plant 

0 

114 

169 

290 

R5  10 

STuDIESyENvIACN^^RNTA.  ASSESSMENTS 

0.32  7 

8  fl  7  7 

9,483 

2  ,783 

R";  11 

s^jcils/environmen^al  baseline 

456 

6h8 

99  7 

147  1 

R512 

s  T  nr  I E  S  .■'E  NV 1  P.nr^MENT  Al  I  r 

1.731 

2  6:2 

2  92  9 

2 . 6  8  1 

R513 

ST:  IGIES/FEA'CIPILITV  -  N'Y^-rofg^TC'YTI.-iN 

7  5.7  8 

6  46  7 

4  ,648 

2,63  7  1 

RS  15 

STUDIES 'FEDERAL-STATE  G::tVERNMENT  COOP 

8-4 

1.16  1 

0 

n 

iT.  • 

R51b 

ST  'CIFS/FIShFRIES 

1  .  41.7 

F34 

9.697 

1,716 

[■•’•■ 

R517 

ST'  'd:es-''9E''lO‘MCal 

526 

663 

6  78 

259 

r.»' 

R518 

S^  'CIFG  'UFnp^T'SI'‘AL 

.‘^4 

249 

329 

0 

HE 

P5  19 

G  'D  I  ^  ■  'F  '  -  T  t .  ,HN  I  C  AL 

I  7 

2  ,  6 1 0 

4,266 

22 


L; 

^  SERVICE 

FISCAL  YEAR 

C  CODE 

y 

DESCRIPTION 

1  982 

1963 

1  984 

1  985 

R  profess: ONP^L  ,  TECHNICAL  &  MqNPGEnENT  SERVI 

R5r0  STUDIES/C'RPZING-RPNGE  USE 

RS21  STUDIES  '^ISTORICPL 

R522  STUDIES/ LEGRl-lITIGRT ION 

R524  S^ UDI ES /MwTHEriPTICflL- STATIST  I CRL 

R525  S^UDIES/NPTuPPl  RES'JURCE 

R526  S^UDItS/OCERNOLOGICRL 

R52  7  STUDIES. 'RECREP^ION 

R528  STuDIES/'REOULPTORY 

R529  S^UDIES/SCIENTIFIC  DRTR 

R530  STuDIES/SEISnOLOeiCRL 

R531  STI.OIES/SOCIO-ECONOMIC 

R532  ST'JDIES/SOILS 

R533  ST'JOIES/UlRTER  QURLITY 

R534  STuDIES/UIlDlIEE 

R537  STUDIES.  lENEROL  hERLTh 

R538  intelligence  RNRlYSIS  SUPPORT 

R539  RERONRUTIC/SPRCE  STUDIES 

RS40  BlIlDING  technology  STUDIES 

R54i  DEFENSE  STUDIES 

R542  EDuCRTIONRl  S'^uDIES  S  PNPi.'i^ES 

R543  ENERGr  STUDIES 

R544  technology  studies 

RS4S  HOliSING  &  COMNunITv  DFv'ELOPH£NT  ST'OIRS 
R546  security  STUDIES  (PhySICPl  &  PERSONNEL) 

R54  7  PCCOUMING.'FINPNCIRL  MPNPOEMENT  STUDIES 
R548  TRPDE  ISSl'E  STUDIES 

R549  FOREIGN  POlIC v/NPTIONPl  SEC  POLICY  STUDIES 

R550  orgpnizp^ion/pdministrptive/personnel  stud 

R551  MOeiLlZP^ION/PPEPPPEDNESS  STUDIES 

R552  MPNFCuER  S’^UDIES 

fi553  CWuMCPTIONS  STUDIES 

fi554  PCQ'JISITION  policy/procedures  STUDIES 

R599  other  SPECIPl  STUDIES  PND  PNPL't^ES 

R5  total  SPECIPl  STUDIES  S  PnPlv-.ES 


MPTERIPL  nPNPGEMENT 

COURIEC  &  MESSENGER  SERVICES 

TRANSCRIPTION  SERVICES 

mailing  S  DISTRIBUTION  SERVICES 

LIBRPR''  SERVICES 

COuR"^  reporting  SERVICES 

uqp:  processing/tyf'Ing  sepvice 

TRANSlP^ION  SERVICE  ( IN'''-t;SION  LPNGuPGE  ) 
other  POMIMSTRATIvE  SUP'RORT  services 


PC'.FRTISlNr-  SERVICES 

EC'^ION  SERvKEO 
E I N^N . I H .  jER.I-ES 
Hi  C  I 'IN'.-  CL  Rv' ICES 
DEE'  '  Y;  OLR.I  F 

L-o:c'::  c.'LFml-  sfR.iTs 

,  fu/--  '  $  HCU’-  IS  C/T'tjR'  S 

O'  Hf  c.  ;•  YEN'  CuFT'  j£.  '  OE  R  .■  I  ‘  F  C 


0 

2,007 

289 

1,020 

228 

804 

492 

32 

15,248 

2.638 

86 

218 

1.916 

600 

-26 

3,020 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

250.973 


495 

0 

3,823 
842 
1.  21 
452 
0 

133 

157 

0 

391 
2,458 
1 ,  108 
439 
1  ,  633 
189 
177 , 245 


TABLE  B.  Other  Services  and  Construction 

(Continued) 

(Amounts  in  Thousands  of  Dollars) 


SERVICE 

CODE 


DESCRIPTION 


TOTAL  utilities 


S201 
S20? 
S?0  3 
s:o4 

5205 

5206 
S2  0  7 
S2  0  8 
5209 

5211 

5212 

5214 

5215 
52  16 
5299 


CUSTODIAL  -  JANITOPIAL 

PIPE  PPOTECTION 

FOOD  SEPVICE 

fueling  SEPvICE 

GARBAGE  COLLECTION 

GUARD  SERVICES 

INSECT  AND  RODENT  CONTROL 

landscaping  -  GROUNDS^EEPING 

LAUNCR'v  AND  DRV  CLEANING 

SURVEILLANCE  SERVICES 

solid  rjEl  handling  services 
carpet  laving  s  Cleaning 

WAREHOUSE  &  S'^ORAGE  SERVICES 
BASE  operations  support  SERVICES 

other  housekeeping  services 


$2 


total  housekeeping  sepvices 


TC^AL  utilities  &  HOUSE-.EEPING  SERVICES 


Photographic,  happing,  printing  s  publicat 


FISCAL  YEAR 


1  982 


2,656.422 


213,661 
2 .479 
212,420 
6,260 
53 . 432 
118,067 
1,382 
39.387 
28,227 
1.887 
2,682 
0 
0 
0 

95.346 


775.230 


3,431,652 


’•001 

ppTs.r,pQpHics 

3.691 

6,905 

9  .  446 

14  ,391 

TOC  2 

CARTOGRAPmV 

5.288 

319 

2.083 

2  ,  757 

T0C3 

cataloging 

131 

519 

-4 

287 

T004 

Charting 

106 

0 

0 

0 

T005 

Fnn  processing 

3.906 

2.507 

10  .  486 

12.153 

TC06 

f:l'--video  tape  production 

2.828 

7  .  898 

11.325 

11 .  1£7 

TCC7 

HICRCPORH 

3.667 

9,314 

6.928 

5,084 

T0C8 

PHOTCGRAHMETpy 

450 

1.224 

1  .416 

1.606 

T0C9 

photographic  -  aerial 

2.935 

823 

1.495 

2,563 

TOiC 

Photographic  -  general 

7  . 146 

10.102 

17  .  398 

16.135 

Ton 

PPIN'^ING  -  BINDING 

3 . 744 

3.138 

1,515 

1 .  137 

T012 

REPORDUCTION 

2.283 

3  ,  404 

6.439 

6.505 

roi3 

technical  writing 

41.556 

34.121 

38 . 481 

62,971 

T014 

topography 

315 

590 

765 

1,638 

T015 

general  photographic  services  -  MOTION 

0 

61 

116 

408 

T016 

mailing  &  ADDRESSING  SERVICES 

0 

0 

1.993 

2.544 

T09g 

other  Photographic  mapping  printing  svc 

24.058 

32,097 

26,675 

27.201 

T 

total  photographic,  mapping,  printing  &  PUBLTCAT 

102.104 

113.022 

136.557 

168,557 

u 

training  services 

uOOl 

LECTURES  RCR  TRAINING 

2.021 

4.607 

2  .733 

3,090 

U00  2 

personnel  testinu 

1.364 

3,509 

2.022 

3,566 

J0C3 

reserve  training  -  military 

269 

149 

203 

2.225 

U0  0  4 

scientific  and  management  education 

3,139 

3  ,272 

2  .  202 

7.696 

U005 

TumON  FEES 

94.942 

98.009 

111 .  498 

111,968 

uao6 

vocational-technical  training 

49,835 

55.826 

72 .376 

92.488 

U0C7 

FArijLTv  SAi  ARIES  FOR  DEPENDENTS  SCHOOLS 

28. 753 

8.089 

10.600 

4,051 

U009 

other  training 

171.424 

239.902 

151.418 

219.930 

u 

total  training  services 

351 . 747 

413 . 363 

353.052 

445.014 

V 

transportation  &  travel 

V002 

motor  POOw  OPERATro^^- 

0 

0 

7.276 

15 . 393 

V003 

PACKING  CRATINi;)  services 

0 

0 

254 

1,668 

VO 

total 

0 

0 

7  .530 

17.067 

1983 


2.804,386 


226 ,519 
9,616 


248.001 


6 , 385 


54,070 

63.934 


41 ,  045 
30,242 


1.835 

752 

0 

0 

0 

96.616 


780  ,7  18 


3,585  ,  104 


1984 


4.  725 


241  , 142 
10  .  173 


60,265 
63  .  282 


2  .  365 
49.913 


027 

010 

458 

629 


48,085 
107 . 156 


881.653 


2.914.423 


1  985 


2.061,266 


242 , 180 
10.037 


252,089 
8  ,  172 


59.902 

91.213 


2.633 


65  .  382 
34,698 


195 

421 

699 

691 


130 .944 
110.281 


1.020.537 


3.081.803 


SERVICE 

FISCAL  YEAR 

CODE 

DESCRIPTION 
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SERVICE 

CODE 

DESCRIPTION 

TABLE  B.  Other  Services  and  Construction 

(Continued) 

(Amounts  in  Thousands  of  Dollars) 


FISCAL  YEAR 


K  LbMSh  Ji-  PbNTHL  Cb  F-mlILITIES 

K149  LEv:>SE; -PENT  OP  FhC  HnsPITMi  R;  Dryf. 

X14  TOTPl  lEmSE-PENT  of  rMC/HCSPI 'Rl  Et'.'IvLlN 


K]52  LERSE-PEN^  QF  rpc  ,  iPrrENRNCE 
X153  LEOSE-PLNT  HP  /TPOf.  ’  1  .N  Rl:.':- 

X1S4  lf;PS£-PEN'  IJF  EQC  .  :ONS'  Pr;.,Iw  J  i.^' 

K159  LEPSE-PENT  OR  E«;:  INO'.  PI  R.  R.  [;•■ 


TuTRL  LEwSE-PENT  of  Fk 


’pjeh^  t*.  ’I  v.r.i N’i-- 


X161  LEOSE  -PEN’  OF  FRC  /FP^I  I  v  hOOSINC' 

X18?  LE’^^SE-PEN^  OF  FRC  /PF:‘Pf I  ONvt,  btOGS 
X163  LEhSF.-PENT  of  FPC  /TPOOF  hOoSINO 
K165  PE.-IOI')  r-  fr-i^tIES 

Xlb9  'IF  F^;:  /other  RrSIDFNTJRL  BlD 

K16  TlORl  tE-FSE.-PENT  iJF  FPO/PESIDENUF-L  POilDINOE 


X171  l.EPSE-PENT  OR  Rpr  /wfir-o  RlDGS 

X172  lEPSE'PEN"  i^F  FR-  /FOOD  S'OPPy-E  ELDGS 

XI73  LFmSE-PEN^  of  FwC  /FoEL.  STOPPGE  BlOC>S 

X174  LtOSE-pRr^T  OF  PPC  /OPEN  GTOPOOF  FPC 

X:79  LEP-oE-PENT  OF  FftC  /OTHER  UHREHl'JSE  BLOGS 

X17  totrl  lepse-rent  of  foc/'ojppehouse  buildings 


X199  lepse-rent  of  Fftc  /hiscellpneous  Blogs 

K19  TCTPL  LEfiSE-RENT  OF  FRC/OTMER  BUILDINGS 

XI  TOTRL  LEPSE-RENT  of  FPC/B'UILDING  STRUCTURES 

K219  LERSE-RENT  OF  FOC  /OTHER  CONSV  STRUCTURE 

K?1  TGTRl  LEHSE-PENT  of  FHO/CONSEROHTION  8  DEVELOPMEfTT 

X224  LEHSE-RENT  OF  FRC/PRRFING  FAC 

X22  TOTpl  lease-rent  OF  FA‘/HlGHialR'/S  ROADS  STREETS  8 


•PENT  OF  FAC  /FPG  -  CnA[ 
-PENT  OF  FAC  /EPG  -  O'SHEA 


lEhSE  PENT  OF  Fhl/ElECTRK  POUER  GLNLPmTIO 


r.ErjT  OF  rpr  /r/iEi.  Si.'Pflv 
■PENT  fjF  FAC  /SEuiFPAGE  8  UlASTE 


'E^^SL-PF.NT  OF  FAC/UTIlITIES 


ijr  LA/  /P'f  ppA  N'/'N-BlI'C*  ST P’ ir 
pt  NT  IJE  f  H.'_  /0'’mF;R  Nr:N-p;OG  STRUCT 


•  FH-^r-PENT  i;.f  f-H-'/i;THLP  NON  BUILDING  STRUC 


T/Tui  ifH-/.  LENT  FAT/NON  BUUr.’ING  STPIJCTURES 


iF  fAfiLl'IF. 


0 

136 

186 

ri 

3  ,  743 

3  ,  M3 

4  M  3 

6  '< ;  / 

TABLE  B.  Other  Services  and  Construction 

(Continued) 

(Amounts  in  Thousands  of  Dollars) 


SERVICE 

CODE 


FISCAL  YEAR 


DESCRIPTION 


CONSTRUCTION  OF  STRUCTURES  S  FPCILITIES 


viu 

CONSTRUCTION/OFFICE  BUILDINGS 

79.434 

69,999 

45.576 

115,932 

Y119 

construction/other  OOMIN  &  SERVICE  BLDGS 

121.735 

183.464 

173,220 

310,900 

VI  i 

total  CONSTRUCTION/RDHIN  &  SVC  BUILDINGS 

201.169 

253,463 

218.796 

426,832 

yi2i 

CONSTRUCTION/PIR  TRAFFIC  CONTROL  TOUERS 

1.419 

3.793 

2,104 

6.679 

Vi22 

CONSTRUCTION/filR  TRAFFIC  TRAINING  FAC 

2.469 

0 

9,579 

292 

Y123 

CONSTRUCTION/RADAR  &  NAVIGATIONAL  FAC 

1.826 

11,229 

8,914 

13,902 

Y124 

CONSTRUCTION/AIRPORT  RUNWAYS 

58.144 

38,369 

31.696 

28.154 

V125 

CONSTRUCTION/AIRPORT  TERniNALS 

2.091 

2,110 

3.862 

13.546 

Y126 

CONSTRuCTION/niSSiLE  SYSTEM  FACILITIES 

79,924 

69 . 171 

59,703 

48.355 

Y127 

ELECTRONIC  &  COMMUNICATION  FACILITIES 

94.246 

21.756 

78.879 

43,588 

Y128 

CONSTRuCTION/ELCT  &  COMM  SYSTEM  FAC 

1.286 

0 

0 

0 

yi29 

CONSTRUCTION/OTHER  AIRFIELD  STRUCTURES 

179.691 

262,373 

263.743 

360.861 

Vi2 

TOTAL  CONSTRUCTION/AIRFIELD.  COMM  &  MISSILE  FACI 

421.096 

408,800 

458,380 

515,377 

Y131 

CONSTRUCTION/SCHOOLS 

28,903 

34.397 

41,085 

144,624 

Y139 

CONSTRUCTION/OTHER  EDUCATIONAL  BUILDINGS 

184,482 

89.896 

99,854 

106,367 

Y13 

total  construction/eoucational  buildings 

213.385 

124.293 

140.939 

250,991 

Y141 

CONSTRUCTION/HOSPITALS  AND  INFIRMARIES 

138.384 

123.581 

81.078 

144,392 

V142 

CONSTRLICTION/LABORATORIES  and  CLINICS 

32.693 

11.546 

37.265 

71,885 

Y14g 

construction/other  hospital  buildings 

4,771 

16.706 

27.259 

50,372 

V14 

total  construction/hospital  buildings 

175,848 

151.833 

145.602 

266,649 

****»»*•** 

eSBSSBSSSS 

•**■■**"*« 

BBSttBBSSSB 

V151 

construction/ammunition  facilities 

36.116 

73.258 

41,977 

46.390 

Y152 

CONSTRUCTION/MAINTENANCE  buildings 

90.772 

82.406 

236,760 

258.253 

Y153 

CONSTRUCT! ON/PROOUCT ION  SUt LOI NGS 

50.221 

12.692 

4.225 

13.564 

Yi54 

construction/ship  CONSTR  S  repair  FAC 

8.641 

856 

7  . 134 

57.765 

Vi55 

CONSTRUCTION/TANK-AUTOMOTIVE  FAC 

10.349 

11.647 

12.371 

11,065 

Y159 

CONSTRUCTION/OTHER  INDUSTRIAL  BUILDINGS 

115.401 

204,464 

279,265 

163,917 

V15 

total  construction/inoustrial  buildings 

311.500 

385,323 

581,732 

550.954 

Y161 

construction/family  housing 

241,087 

354.960 

313,038 

308.358 

Y162 

CONSTRUCTION/RECREATIONAL  buildings 

56.008 

29.568 

90.774 

45,014 

Y163 

construction/troop  housing 

477.158 

276,817 

236.441 

342.175 

V164 

construction/dining  facilities 

19.281 

18.322 

33,572 

35.259 

Y165 

RELIGIOUS  FACILITITES 

4.706 

27.977 

11,591 

13.746 

Y169 

construction/other  residential  buildings 

201.054 

82.741 

104.436 

104.578 

Y16 

total  construction/residential  buildings 

999.274 

790,385 

789,852 

849,130 

Y171 

CONSTRUCTION/AMMijnITION  STORAGE  BUILDING 

16,754 

8.003 

27.529 

25.767 

V172 

construction/food  or  grain  storage  bldgs 

4.834 

1.016 

22.412 

3.149 

V173 

construction/fufl  storage  buildings 

18.240 

27.332 

15.795 

42.745 

Yi74 

construction/open  storage  facilities 

1.466 

4.389 

19,768 

2,154 

V179 

construction/other  warehouse  buildings 

52.776 

41.148 

83,910 

80.520 

Y17 

TOTAL  CONSTRUCTION/UIAREHOUSE  BUILDINGS 

i  94,070 

81,888 

169,414 

154,335 

V181 

CONS'^RUCTION/RSO  -  goco  facilities 

4.060 

1.529 

3,203 

1.400 

Y182 

CONSTRuCTION/R&O  -  GOGO  FACILITIES 

7.230 

575 

3.490 

41.043 

Y18 

total  CONSTRUCTION/R  &  D  FACILITIES 

11.290 

2.104 

6  ,693 

42,443 

Y191 

CONSTRUCTION/MUSEUMS  &  exhibition  BLOGS 

18.212 

34  .  762 

47.034 

6,098 

Y192 

CONSTRUCT rON/TESTlNG  8  MEASUREMENT  BLOGS 

7.227 

20.774 

13,654 

52.844 

V199 

CONSTRUCT ION/MISCEllANEOUS  BUILDINGS 

992.811 

640.560 

720  ,  758 

932,164 

Y19 

total  construction/other  buildings 

1.018.250 

696.096 

781.446 

991.106 

TABLE  B.  Other  Services  and  Construction 

(Continued) 

(Amounts  in  Thousands  of  Dollars) 


SERVICE 


FISCAL  YEAR 


CODE  DESCRIPTION 

1962 

1 

1963 

1984 

1985 

VI 

total  construction/buildings  &  facility  strlctur 

3,445.882 

2.894.185 

3.292,854 

4.047,817 

Y211 

CONSTRUCTION/DAMS 

252,360 

231.010 

160.415 

191,431 

Y212 

CONSTRUCTION/CANALS 

263,354 

108.311 

44.817 

24.703 

Y214 

CONSTRUCTION/MINE  SUBSIDENCE  CONTROL 

0 

197 

32 

0 

Y21S 

CONSTRUCTION/SURFACE  MINE  RECLAflATION 

0 

64 

-125 

80 

V216 

DREDGING 

0 

66.237 

288,641 

322 . 188 

Y2I9 

CONSTRUCTION/OTHER  CONSERVATION-OEVL  STR 

196,222 

232.821 

257.372 

210.263 

Y21 

TOTAL  CONSTRUCTION/CONSERVATION  &  DEVELOPMENT 

711,936 

638.640 

751.152 

748.665 

Y221 

CONSTRUCTION/AIRPORT  SERVICE  ROAOS 

6,678 

5.706 

9,051 

14.288 

Y222 

CONSTRUCTION/HI GHUJAVS-ROAOS-STS-eRIOGES 

273,362 

124.600 

132.295 

126.571 

Y223 

CONSTRUCTION/TUNNELS  &  SUBSURFACE  STRUCT 

12,266 

7  ,  783 

17.052 

14.037 

Y224 

CONSTRUCTION/PARKING  FACILITIES 

3.803 

16.072 

14,081 

15.236 

Y22 

TOTAL  CONSTRUCTION/HIGHUAVS.  ROADS.  STREETS  &  BR 

296,109 

154  . 161 

172.479 

170.132 

Y231 

CONSTRUCTION/EPG  -  COAL 

15,023 

5.484 

183 

925 

Y232 

CONSTRUCTION/EPG  -  GAS 

495 

0 

33 

49 

Y233 

CONSTRUCTION/EPG  >  GEOTHERMAL 

92 

0 

0 

0 

V234 

CONSTRUCTION/EPG  -  HYDRO 

19.157 

17,090 

3.333 

19.036 

Y235 

CONSTRUCTION/EPG  -  NUCLEAR 

17 

0 

0 

0 

V236 

CONSTRUCTION/EPG  -  PETROLEUM 

339 

340 

3,551 

1.150 

Y237 

CONSTRUCTION/EPG  -  SOLAR 

680 

432 

26 

0 

Y239 

CONSTRUCTION/EPG  -  OTHER  INCL  TRANSM 

3,645 

11,008 

14.833 

40,281 

V23 

total  CONSTRUCTION/ELECTRIC  POWER  GENERATION  (EP 

39.448 

34,354 

21,959 

61.441 

V241 

CONSTRUCTION/FUEL  SUPPLY 

18,547 

8.709 

46.468 

31.215 

Y242 

construction/heating  and  cooling  plants 

47.708 

87.512 

23.513 

24.1T5 

Y243 

CONSTRUCTION/POLLUTION  ABATEMENT  &  CONTR 

7,269 

2,616 

4.415 

2.323 

Y244 

CONSTRUCTION/SEUERflGE  S  lURSTE 

29,532 

40.935 

22.482 

32,959 

Y245 

CONSTRUCTION/UJATER  supply 

41,434 

31.650 

27,901 

38.055 

Y249 

CONSTRUCTION/OTHER  UTILITIES 

103.399 

135.503 

116,340 

134,543 

Y24 

total  CONSTRUCTION/LfTlLlTIES 

247.889 

306.925 

241,219 

263,381 

V291 

CONSTRUCTION/RECREATION  NON-BLOG  STRUCTS 

25.665 

21,779 

32,285 

99.725 

Y292 

Exhibit  design  (non-building) 

0 

0 

0 

64 

Y293 

unimproved  real  PROPERTY  (LAND) 

0 

0 

2.810 

809 

Y299 

CONSTRuCTION/ALL  OTHER  NON-BLDG  STRUCTS 

625,281 

410.864 

287,730 

336.777 

Y29 

total  CONSTRUCTION/OTHER  NON-BUILOING  STRUCTURES 

650.946 

432.643 

322.825 

437.375 

Y2 

TOTAL  CONSTRUCTION/NON-BUILDING  STRUCTURES 

1,946.328 

1,566.723 

1,509.634 

1.680,994 

V 

TOTAL  CONSTRUCTION  OF  STRUCTURES  S  FACILITIES 

5,392.210 

4.460.308 

4.802,488 

5,728,811 

MfillsrrENfiNCE .  REPAIR  OR  RLTERPTION  OF  REAL 


Zlll 

MAINT-REPAIR- ALTER/OFFICE  BUILDINGS 

71.634 

86.866 

111,804 

150.044 

Z119 

maint-repair-alter/other  admin-svc  bldgs 

158.042 

185 .790 

215 , 068 

269.635 

Zll 

TOTAL  MAINT-REPAIR-ALTER/ADMIN  &  SVC  BUILDINGS 

22Q.676 

2  72  .656 

326 , 872 

419,679 

Z121 

MAINT-REPAIR-ALTER/AIR  traffic  TOuIERS 

936 

810 

n  -.-r 

1.253 

Zi22 

MAINT-PEPAIR-PLTER/AIR  traffic  TNG  FAC 

3.277 

697 

884 

3  ,199 

Z123 

MAINT-REPAIR-PLTFR/RADAR  s  nav  facility 

12.786 

8.358 

8  ,  506 

5  ,  290 

Z124 

MAI  NT  -REPAI  R-  ALTER/AIRPORT  RiJNUAVS 

94.159 

90.687 

82 , 091 

135  ,006 

Z125 

MAI NT -repair- ALTER/AIPPOPT  TERMINALS 

3.019 

1  .263 

1  0  .  4  0  2 

,  754 

Z126 

MAINT-REPAIR-ALTER/MISSILE  systems  FAC 

22.069 

13  ,615 

14.584 

6  .178 

Z127 

electronic  8.  COMMUNICATION  FACILITIES 

11,672 

18.591 

36.237 

44,913 

Z128 

MAINT-PEPAIR-AlTER/ELCT  and  comm  SYS  FAC 

1.688 

58 

1  GQ? 

0 

Z129 

MAINT-REPAIR-Al TER/othER  airfield  S’RUCT 

61.479 

85  .550 

93.367 

88,401 

-  /•  /v  v'- ^  -'-y-  - '  -v- ,  •  •  / 


TABLE  B.  Other  Services  and  Construction 

(Continued) 

(Amounts  in  Thousands  of  Dollars) 


SERVICE 

CODE 


DESCRIPTION 


FISCAL  YEAR 


total  MAlNT-REPfilR-fiLTER/AIRFIELD.  COMM  S  MISSIL 


MRI NT -REPOIR-Al TER /SCHOOLS 

MAI NT -REPAIR- AiTER/EDuCATIOnAL  BLDGS 


total  maint-repair-alter/eoucational  buildings 


MAINT -REPAIR- AlTER/HQSPITAlS  &  INFIRMARY 
MAINT-RFPAIR-AlTER/LABS  8  CLINICS 
MAINT-REPAIR-ALTER/OThER  hospital  blogs 

TOTAL  MAirrr-REPAIR-ALTER/HOSPITAL  BUILDINGS 


-  REPAIR- AlTER/AMMUNITION  FACILITIES 
-REPAIR- ALTER/MAINTENANCE  BLDGS 
-rEPAIR-AlTER/PROOUCTION  BLDGS 
-rEPAIR-ALTER/ShIP  const-repair  FAC 
-repair- AlTER/TANK- AUTOMOTIVE  FAC 
-repair-alter/other  industrial  blog 

MAINT-REPAIR-ALTER/INOUSTRIAL  buildings 


MAINT-REPAIR'AlTER/FAMILV  housing 
MAI NT -repair- alter/recreational  Blogs 
MAINT-REPAIR-AlTER/TROOP  housing 
MAINT -REPAIR- AlTER/DINING  FACILITIES 
main: -REPAIR-AlTER /RELIGIOUS  FAC 
MPINT-REPAIR- alter/other  residential  bld 

total  MAlNT-PEPAIR-ALTeR/ReSIOENTIAL  BUILDINGS 


maint-repair-alter/ammo  storage  Blogs 

main: -REPAIR- ALTEP/FOOD  STORAGE  BLOGS 
MAINT-RCPAIR-ALTER/FIJEL  STORAGE  BlOGS 
maint-repair-alter/open  storage  fac 
MAINT-REpair-AlTER/OTHER  lilAPEHOuSE  BLDGS 

TOTAL  MAINT-REPAIR-AlTER/UAREHOUSE  BUILDINGS 


MAINT-REPAIR-ALTER/R&O  GOCO  FACILITIES 
MAINT-RCPAIR-ALTER/RSD  GOGO  FACILITIES 


total  MAINT-REPAIR-AlTER/R  &  D  FACILITIES 


MAINT-REDAIP-ALTER/EXHIBITION  buildings 

maint-repair-plter/testing  buildings 
MAINT -REPAIR- alter/miscellaneous  BLDGS 

total  MAINT-REPAIR-ALTER/OTHER  BUILDINGS 


total  mainT-REPAIR-RlTER/BUILDING  STRUCTURES 

AlTER/UAMS 
Pi-;  ■'{•P/.'A^ALS 

ri.4lN'  Rt-HiP  tj.  ’FP/r-INF  FIRE  CONTROL 

...  TLX/SliPf  ACE  MINE  REClAM 

MA'N'ENk.-j.  r 

MWIN' -h:  f  a;;.-  M.'tP  hthER  CONSV  STRUCTURE 

TOTAL  wmINT  Pf-L  air  Ml  ■^ER/CONSERVRTION  &  DEVELOPM 

Mp:^^  R-FAIP  Tf'p  AirvP.',RT  oERVirT  ROADS 
'Fi.  ..I. pop:  bridafs 
-a:*,*  ;.;cu:p  -f-;.  * , //jF  .  :  -  S.  iESURR  STR'JC 

Pf[.  ii.;-  -f;.  ,  L  L^P'- I  rjo  r  wc 


211.085 

220,029 

250.285 

289.994 

20.715 

17.183 

22.962 

27.244 

20.149 

31.237 

15.557 

19.031 

40,864 

48.420 

38,519 

46.275 

153.961 

40,216 

34.387 

35.913 

18.288 

6.691 

21  .432 

12.593 

7.112 

8.250 

12.618 

12 . 142 

179,361 

55.157 

68.437 

60.648 

:»-a - =  =  = 

sssssassss 

7.496 

4.531 

10.042 

7.827 

42.296 

41 . 108 

58.601 

63,968 

19.006 

24 .716 

36.907 

57.193 

1.171 

987 

7.012 

2.895 

5.421 

5 .374 

6.987 

3.878 

64.079 

104.215 

180,223 

177.602 

139.459 

180.931 

299  .772 

313.363 

450.543 

616.934 

613.660 

628.410 

31,024 

50.042 

49 . 789 

77.806 

200.571 

231.904 

231,629 

246,984 

20.730 

27.904 

39.307 

48.483 

2.303 

3,735 

5.903 

6 . 744 

33.903 

41.058 

42.S89 

41.051 

739.074 

971.577 

982,867 

1.049.478 

9.542 

9.958 

5.968 

12,858 

13.763 

6 .773 

6.457 

2.773 

5.937 

12.55? 

7,072 

5.545 

1.864 

2.993 

6.507 

4.561 

38.017 

43.751 

54.051 

56,897 

69.123 

76.032 

80.055 

82.634 

10.613 

12.378 

27,420 

13,182 

8,868 

20.001 

14.930 

18  ,916 

19.481 

32 .379 

42,350 

32.098 

2.566 

915 

884 

1,669 

14.041 

6.268 

10.062 

4.795 

315.436 

368,844 

435.961 

516.825 

332.043 

376,027 

446 .907 

523.289 

1.960.176 

2.233,208 

2,536,064 

2,817.458 

29  .772 

24.111 

35.095 

29.210 

2.924 

6  ,  830 

5.868 

5.906 

948 

631 

0 

2.646 

0 

56 

51 

134 

0 

0 

7,818 

22  . 194 

56 .  104 

53  .  100 

62  ,392 

74.697 

00 

CO 

84  ,  728 

111,224 

134  .  787 

9,061 

18  ,  483 

10 .  184 

31  ,  160 

129.821 

117  .893 

119.437 

155.855 

4  .173 

4.698 

3,174  1 

11.236 

25.775 

28  .  109 

21,416  1 

30.231 

30 


s 


TABLE  B.  Other  Services  and  Construction 


.N 


E? 


(Concluded) 

(Amounts  in  Thousands  of  Dollars) 


SERVICE 

CODE 


DESCRIPTION 


> 

732 

Z231 

7232 

Z234 

Z236 

Z237 

k  * 

Z239 

1 

Z23 

Z241 

r 

2242 

Z243 

Z244 

Z?4S 

Z249 

Z24 

i 

2291 

2292 

k 

2293 

E- 

Z299 

1 

Z?9 

TOTPL  r1PI^^■-REPPIR-PLTER/HIGHUPYS  ROPDS  STREETS 


nPINT-REPPIR-PLTER/EPG 

nPINT-REPPIR-PLTER/EP6 

MPINTT-REPPIR'PLTER/EPG 

MPINT-REPPIR-PlTER/EPG 

nPINT-REPPIP-PLTER/EPG 

flPINT-REPPIR-PLTER/EPG 


COPL 

GPS 

HYDRO 

PETROLEUM 

SOLPR 

other 


TOTPL  MPINT-REPPIR-PLTER/ELECTRIC  POWER  GENERPTI 


MPINT 

MPINT 

MPINT 

MPINT 

MPINT 

MPINT 


-REPPIR'PlTER/FUEL  supplv 
-REPfilR-PLTER/HEPTING  &  COOL  PLPNTS 
-REPPIR'PLTER/POLLLTriON  PBPTEMENT 
-REPPIR-PLTER/SEWERPGE  S  LUPSTE 

-reppiR'Plter/uiptep  Supply 
•REPPIR'PlTER/OTHER  utilities 


TOTPL  MPINT-REPPIR-PLTER/LTTIlITIES 


MPINT-REPPIP-PLTER/RECREP  non-bldg  struc 
exhibit  design  non  blog 

Unimoroved  Real  ProDe''ty  (Land) 
MPINT-REPQIR-PlTER/OTHER  NON-BlOG  struct 


TOTPL  MPINT-REPPIR-PLTER/OThER  non-builoing  stru 


FISCAL  YEAR 


1982 

1  983 

1  984 

1985 

■ 

168.830 

169 . 189 

154.211 

229,482 

< 

285 

155 

330 

719 

1.092 

687 

795 

5,824 

483 

1  ,984 

181 

575 

'J 

6,106 

4  ,244 

1.  725 

609 

597 

0 

466 

0 

12.710 

8  ,522 

14.910 

20.139 

21,273 

15.592 

IS  ,  407 

27.266 

i 

18.921 

12.261 

25, 742 

56.580 

75.875 

118 ,608 

103.309 

70.437 

22.864 

1,457 

1.  133 

1,311 

39.486 

30  ,902 

48.  107 

52 .  100 

'  •. 

46.648 

29,629 

52,831 

44.456 

92.474 

101.025 

116 .644 

121.391 

296.268 

293.882 

347  ,  766 

346,275 

o 

VT 

15.673 

22.991 

19,815 

0 

0 

0 

40 

0 

0 

844 

2.810 

375.249 

47?  .374 

511.604 

510.317 

390.290 

488.047 

535,439 

■ 

TABLE  C.  Summary  of  Supplies  and  Equipment 


(Amounts  in  Thousands  of  Dollars) 


FISCAL  YEAR 


CODE  DESCRIPTION 

1  962 

1983 

1  984 

1985 

10 

UEOPONS 

1.472.6.4 

1,485.246 

1,171.723 

1  .  f  16 ,685 

11 

NUCLEfiP  ORDNPlNCE 

103.125 

46,556 

35  .373 

19,401 

12 

FIRE  CONTROL  EQUIPnE^^■ 

1.602.083 

1,532.514 

1.903.378 

2.181  ,229 

13 

fifinUNlTION  RND  EXPLOSIVES 

3.001.064 

2.378.706 

2.801,919 

3.6^8,024 

14 

GUIDED  MISSILES 

5.798.836 

6,934.083 

7,903,899 

9.405,353 

15 

PiRCPflFT  &  flIRFRPME  STRUCTURPL  COMPONEriTS 

10.944.929 

15.052 .170 

18,019,524 

19,749,60? 

16 

PIRCRPFT  COMPONENTS  PND  PCCESSORIES 

1.402.942 

2,768.344 

2,191, 233 

2  ,  S  C'  6  ,  2  9  2 

17 

PCFT  LPUNCHING.  LOG,  &  GND .  HPNDLING  EQUIP 

349.327 

346  ,6  11 

314,263 

FflE  1-5  2 

18 

SPPCE  VEHICLES 

753.363 

964.019 

9C4  ,  231 

1  r,  r. ,'  0  '■ 

19 

SHIPS.  SMPLL  CFT.  PONTOONS  &  FLOPTING  DOCK 

4.592.601 

7.469.428 

4.619,410 

5,297,265 

20 

SHIP  RND  MPRINE  EQUIPMENT 

197.980 

211,296 

225 ,416 

2C  3  4^7 

22 

PPlLUlPV  EQUIPMENT 

15.194 

1.296 

16 . 259 

7^  A  J 

23 

MOTOR  VEHICLES.  TRPILERS.  PNO  CYCLES 

2.491.289 

2.922,036 

3,217.224 

3  ,  * :  5  ,  •  1 9 

24 

TRPCTORS 

17.020 

51.054 

20  .  553 

1 ,  j  ' . 

25 

VEHICULPP  EQUIPMENT  COMPONENTS 

1.357.487 

1,132.319 

1 ,034 ,804 

8:6  ,  922 

26 

TIRES  HNO  TUBES 

100.588 

91  ,  960 

90  ,  746 

85 ,  189 

28 

ENGINES.  TURBINES.  PNO  COMPONENTS 

5.414.128 

5,172.324 

5 , 666 ,650 

7,55  ',811 

29 

ENGINE  ACCESSORIES 

529.401 

513.771 

5C4 , 462 

514,2''; 

30 

MECHPNICPL  POWER  TRPNSMISSION  EQUIPMENT 

87.866 

110 .795 

70.592 

101  ,895 

31 

BERRINGS 

116.261 

78.344 

96  ,  544 

139  ,  365 

32 

WOODWORK I NG  MPCHINERY  PNO  EQUIPMENT 

3.441 

962 

1,485 

2  .  034 

34 

METPLUORKING  MPCHINERY 

62.735 

77.971 

151,537 

139.370 

35 

SERVICE  PND  TRPOE  EQUIPMENT 

15.147 

7  .564 

22  ,  894 

12.635 

36 

SPECIPL  industry  MPCHINERY 

116.972 

158.980 

95,115 

ill  ,078 

37 

PGRICULTURPL  MPCHINERY  PNO  EQUIPMENT 

4,496 

4,038 

2,912 

3  .  224 

38 

CONST.  MINING.  EXCPVPTING  &  HWY  MPINTENPNC 

115.913 

301  ,172 

245  .9  72 

176,986 

39 

MPTERIPLS  HPNDLING  EQUIPMENT 

279.250 

241.095 

213,351 

28s,:i5 

40 

ROPE.  CPBlE,  ChPIN  PND  FITTINGS 

35.417 

28.593 

31,617 

35,816 

41 

REFRIGERPTION  &  PIR  CONDITIONING  EQUIPMENT 

154.809 

114  ,406 

128.41? 

131,570 

42 

FIRE  FIGHTING.  RESCUE  &  SPFETY  EQUIPMENT 

268.040 

218,423 

330,831 

246 ,934 

43 

PUMPS  PND  COMPRESSORS 

209.773 

193  .462 

229,013 

196,336 

44 

FURNPCE.  STEPM  PLPNT ,  DRYING  EQUIP  &  NUCL 

1.334.541 

1.633.577 

815  ,  776 

1.088.413 

45 

Plumbing,  hepting  &  spnitrtion  equipment 

40.502 

29 .745 

29,636 

31,819 

46 

WPTER  PURIFICPTION  &  SEUPGE  TREPTMENT  EQUI 

59.846 

10.995 

37,533 

25  ,  953 

47 

PIPE,  TUBING.  HOSE  &  FITTINGS 

182.815 

95  .388 

103 , 426 

114  ,  389 

48 

VPLVES 

175.329 

126 . 122 

145 , 453 

155  ,888 

49 

MPINTENPNCE  S  REPPIR  shop  EQUIPMENT 

631.239 

675.886 

786 , 654 

905  ,  722 

51 

HPND  TOOLS 

25.643 

20.315 

19 ,913 

18.401 

52 

MEPSURTNG  TOOLS 

4.788 

5.562 

3.138 

3  ,512 

53 

HPRDUIPRE  PNO  PBRPSIVES 

179.163 

104.594 

102 .419 

138.499 

54 

ppfrPBRICPTEn  structures  S  SCPPrOLPING 

159.248 

144.825 

202  .  257 

20  1  ,466 

55 

LUMBER.  MlLLUtOR'-  .  P'LVUlOOD  S  VENEER 

27.698 

21  ,527 

28,737 

27,  716 

56 

CONSTRiirriON  S  eulLOINu  MR:£RIHlS 

78.593 

74,323 

44,497 

c,9  r  15 

58 

COMMi,nI;‘PT  ION  equipment 

7.645.598 

8,605.827 

10,080,042 

1 1  ,  8  1  ?  ,  1  g  1 

59 

ElECtricpl  &  Electronic  eqijipment  componen 

1.591. 190 

1,710.863 

1,588.876 

1,732,629 

TABLE  C.  Summary  of  Supplies  and  Equipment 

(Concluded) 

(Amounts  in  Thousands  of  Dollars) 


FSC 

CODE 


FISCAL  YEAR 


DESCRIPTION 


FIBER  OPTICS  MOTS,  CO^PONE^fTS ,  PSSEMBLIES 
electric  UIIRE,  &  POUER  8  DISTRIBUTION  EQUI 
lighting  FIXTURES  RND  LflfiPS 

RlPRM  RNO  signpl  svstems 

MEDICPL,  DENTPl.  8  VETERINPRY  EQUIPMENT 


instruments  PND  LPBOPPTORY  EQUIPMENT 
PHQTOGRPPHIC  EQUIPMENT 

chemicpls  pno  lmfmicpl  products 

TRPINING  PIDS  PNO  DEVICES 

GENL  purpose  pope.  SOFTluPRE.  SUPPLIES  8  SU 


furniture 

HOUSEHOLD  8  COML  FURNISHINGS  8  PPPlIPNCES 
FOOD  PREPPRPTION  PNO  SERVING  EQUIPMENT 
OFFICE  MPCHINES,  visible  RECORD  EQUIP  8  PO 
OFFICE  SUPPLIES  PNO  DEVICES 


BOOKS,  MPPS  PND  OthEP  PuBlICPTIOnS 
MUSICOl  INST,  PhONOGRPPhS.  8  HOME  TYPE  RPO 
RECREPTIONPl  PND  PTHLF.TIC  EQUIPMENT 
CLEPMNG  EG'JlPMhNT  PNC  SUPPLIES 

brushes,  phints,  seplErs  pno  PDhESIVES 


CONTPInERS,  PPCkPGInG  8  PPCKING  SUPPLIES 
TEX,  l'hr.  Furs,  pppprel  8  shoe  find,  tent 
ClO'^hIng  rnC  INOIvIOuPl  equipment 
toiletries 

PGRICJL’URPL  SUPPLIES 


LIVE  PNImplS 
SI  iBSISTENCE 

FuElS,  lUBRICPNTS,  OILS  PND  UlPXES 

nonmetp.lic  fpbricptec  mpteripls 
NONMETPllIC  crude  mpteripls 


5  mftql  bprs,  Sheets  pnd  shppes 

ORES.  MINERPlS  pnd  ThEIR  PRIMPRY  PRODUCTS 
MISwEl LPNEOUS 

TOTPl  supplies  pnd  EQ'JIPMENT 


1982 

1983 

1  984 

2.547 

6,599 

15,149 

613.796 

671.931 

673.715 

90.033 

78,957 

75.543 

20.698 

52.314 

42,064 

406.776 

412,062 

464.837 

1,629.771 

1,460.528 

1.506,199 

197.326 

139,595 

203,090 

123.441 

111,934 

101,499 

632.742 

725,205 

738.458 

861.730 

1,114,577 

1.548.732 

164.259 

99.453 

160,318 

62.643 

70,094 

55 . 796 

61.424 

47.640 

43 . 706 

52.193 

57.132 

75.100 

54.319 

25.961 

29.442 

49.077 

55,922 

48,248 

2.723 

1,297 

1.008 

8,292 

5,278 

7  ,  703 

54.167 

30.627 

26,294 

13.472 

4.939 

6,720 

120.521 

131,137 

154.064 

211.015 

223,524 

200.476 

813.551 

882.291 

799.055 

35.589 

26,936 

32,170 

7.548 

5.264 

4.337 

289 

41 

587 

1.767.753 

1.226.678 

1,239,641 

10.576.678 

9,366,648 

8,933, 100 

42.822 

21,548 

31,549 

867 

1.285 

0 

90.674 

78,677 

57,758 

14,815 

3  .084 

9  .218 

287.587 

«2  7  ,  39  7 

256  ,0  16 

72.821.422 

81  435  742 

8  4  1  9  '■  3  : 

186,176 

173,837 

978,417 

33.305 

4.949 


754 

1.151, 141 
8,586, 132 
29.973 
842 


76.533 
7  .439 
345  .  22  7 


TABLE  C.  Supplies  and  Equipment 


(Amounts  in  Thousands  of  Dollars) 


FSC 

FISCAL  YEAR 

CODE  DESCRIPTION 

1  982 

1983 

1984 

1985 

10  UERPONS 

1005  GUNS  THROUGH  30  HM 

659,965 

571,668 

446,873 

699.333 

1010 

GUNS  OVER  30  MM  UP  TO  75  MH 

6.298 

2  .  750 

17.082 

8.540 

1015 

GUNS  75  MM  THROUGH  125  MM 

83.943 

213.418 

155 .118 

233.469 

1020 

GUNS  OVER  125  MM  THROUGH  150  MM 

12.299 

15  , 186 

3.487 

4.913 

1025 

GUNS  OVER  150  MM  THROUGH  200  MM 

111,943 

24.609 

92  .117 

38.223 

1030 

GUNS  OVER  200  MM  THROUGH  300  MM 

147 

42 

-43 

45 

1035 

GUNS  OVER  300  MM 

1 .315 

144 

76 

183 

1040 

CHEMICAL  UIERPONS  AND  EQUIPMENT 

3.575 

3,635 

8,967 

5 , 104 

1045 

launchers  TORPEDO  AND  DEPTH  CHARGE 

4.247 

1,883 

4,010 

18,882 

1055 

LAUNCHERS  ROCKET  AND  PYROTECHNIC 

28.306 

40 . 348 

46,432 

74.327 

1070 

NETS  AND  BOOMS  ORDNANCE 

12 

404 

255 

135 

1075 

DEGAUSSING  AND  MINE  SUIEEPING  EQUIPMENT 

8.344 

14.471 

9  .  386 

10.247 

1080 

camouflage  and  deception  EQUIPMENT 

42.933 

107,913 

161,242 

163 . 333 

1090 

UPNS  ASSY  INTERCHANGE  BETUN  2  OR  MORE 

7.983 

11.999 

6  .147 

6.220 

1095 

MISCELLANEOUS  WEAPONS 

501.314 

476 . 7  76 

220,574 

353.731 

total 

1.472.624 

1  ,485.246 

1,171.723 

1,616.685 

11  NUCLERR  ORDNANCE 

1105 

NUCLEAR  BOMBS 

1.856 

9.916 

3,933 

6.907 

1110 

NUCLEAR  PROJECTILES 

1.369 

5.000 

0 

5.570 

1115 

NUCLEAR  warheads  AND  WARHEAD  SECTIONS 

450 

14,709 

7.576 

347 

1120 

NUCLEAR  depth  charges 

0 

0 

0 

61 

1127 

NUCLEAR  rockets 

341 

641 

0 

0 

U35 

FUSING  AND  FIRING  DEVICES  NUCLEAR  ORO 

11.494 

8,257 

17.471 

1.640 

1140 

NUCLEAR  COMPONENTS 

84.365 

219 

0 

798 

1145 

NUCLEAR  EXPLOSIVE  AND  PYROTECHNIC  COMPS 

0 

1,687 

0 

725 

1190 

NUCLEAR  TEST  AND  HANDLING  EQUIPMENT 

2.828 

5.906 

6,365 

3.353 

1195 

miscellaneous  NUCLEAR  ORDNANCE 

422 

221 

28 

0 

total 

103.125 

46,556 

35,373 

19,401 

12  FIRE  CONTROL  EQUIPMENT 

1210 

FIRE  CONTROL  DIRECTORS 

1,790 

1.494 

21,506 

44.895 

1220 

FIRE  CONTROL  COMPUTING  SIGHTS  4  DEVICES 

104.127 

27  ,  644 

24 .944 

7?  .274 

1230 

FIRE  control  systems  COMPLETE 

304.639 

92.784 

330,609 

308.911 

1240 

OPTICAL  sighting  AND  RANGING  EQUIPMENT 

464 , 494 

691.194 

541.552 

458,081 

1250 

FIRE  CONTROL  STABILIZING  MECHANISMS 

-1,102 

4.811 

14.856 

7.970 

1260 

FIRE  CNTL  designating  -  INDICATING  EQUIP 

105.165 

131.116 

123.216 

134.517 

1265 

FIRE  CONTROL  EQUIPMENT  EXCEPT  AIRBORNE 

58,900 

56.162 

108 . 785 

ICO. 286 

1270 

AIRCRAFT  GUNNERY  FIRE  CONTROL  COMPONENTS 

125.913 

166.615 

217.981 

564.411 

1280 

AIRCRAFT  BOMBING  FIRE  CONTROL  COMPONENTS 

147.688 

212.  148 

239  .345 

175.687 

1285 

FIRE  CONTROL  RADAR  EQUIP  EXCEPT  AIRBORNE 

239 . 457 

92 ,843 

194 ,243 

190.594 

1287 

FIRE  CONTROL  SONAR  EQUIPMENT 

2.592 

3.888 

38  .228 

18.200 

1290 

MISCELLANEOUS  FIRE  CONTROL  EQUIPMENT 

48 . 420 

51.915 

49 . 113 

100.403 

total 

1.602.083 

1.532.614 

1.903.378 

2.181.229 

13  OnnuNITION  RNO  EXPLOSIVES 

1305 

AMMUNITION  THPOUGH  30  MM 

476 . 436 

303.642 

4i'.“  4d8 

4  16  .094 

1310 

AMMUNITION  OVER  30  MM  UP  TO  75  MM 

8.122 

13.618 

a 1  9  7 

8C  .  96  3 

1315 

ammunition  75  MM  through  125  MM 

254,811 

150.852 

1 '  4  .  6  6  7 

344.098 

1320 

AMMUNITION  OVER  125  MM 

514 . 428 

301  ,934 

4  5  ^  ,  f? .  2 

E  4 .546 

1325 

bombs 

406.863 

379.919 

3  8  : ,  4  5  9 

5C8  .  7C8 

1  i  30 

GRFNADFS 

25.962 

114,448 

:  6  f ,  r  1  i 

1 Q  2  ,  0  7  8 

1  <  35 

GUIDED  MSL  warheads  -  E'XPiCSlVE  COMPS 

187.505 

32.690 

2' '  ^  2 

32,78? 

13  37 

MSL  AND  SPAfE  VEW  EXPluOIvE  PROPULSION 

53.800 

42.077 

’4  ,  ibS 

6  9  6  4  O' 

1338 

MSL  AND  SPACE  VEH  INEP^  rPUCM^siON 

9.398 

2.594 

F  ,  1  '  f 

1-  3  6  6 

1340 

POCKETS  AND  ROCKET  AMMUNITION 

205.530 

107,787 

68,811 

1 S  4  .  4  : 1 

P45 

land  minlf 

33.867 

8^.734 

’  c  ,  4 

211  .455 

1  <  5  ij 

UNDtRWATtP  MINE  INERT  C OMPOf,: 

24  .  121 

24.364 

1 . .949 

1 :  .  B  6  2 

1351 

ijNC^cqumTeR  mine  EkPlOSTVE  COmiujnENTS 

5.971 

102 .309 

'a6 

123,981 

1  P5 

^jpPFDu  INERT  COMPONENTS 

131.167 

244.443 

: :  6 , 6  ■; 

374,932 

1  '-6 

Explosive  components 

132.416 

9?  .  914 

9  4  ,  6  6  r. 

8  143 

.  p  ) 

DIL'h  .hAPGE  inert  components 

192 

1,569 

0 

2,446 

TABLE  C.  Supplies  and  Equipment 

(Continued) 

(Amounts  in  Thousands  of  Dollars) 


FSC 

CODE 


DESCRIPTION 


13  t 

RMr.iNl  '  Ii'i',  M 

r  *  *  , 

136  1 

DFL- . . 

■f  i  . 

1365 

Ml  1  ’ 

“•‘j  m; 

13  7  0 

P'.P-  ^  c  H^,I 

■  L 

1375 

.  I  ’  I  N 

m.,.t;  i . 

i376 

e  :  -  F 

I  w  F  " 

137  7 

U  hP  ’’PI  D'-'i 

^  P'PuPF 

1385 

f  '  i.  V  I  Vr 

,  ipi  LI •  ; 

1386 

E>r^  I  '.I  vL' 

C'Pl  :  I " ' 

1390 

Fi,'SF'':  mn;. 

PPI'-EP'-, 

1395 

M:s:'t:L,.^JNL 

..MM' 

1398 

^MM.^jITIiON 

r-tFiNr',.  I' 

GUlCfL'' 


G^jiDED  m:s::uES 

'I-  ::-c  '•'ir.iLF  svs^r.-^-.,  compute 

i3>  IlrT'  mISSIlF  SL  c-"i!'’'S'Ef^S 
GlII'pl  -^ISGIlE  PFf^uTE  CONTPOL  S’VSrEMS 
ALlDrO  MISSKE 

CvjII'EL;  MlSSIut  H>:iNr.'LlN0  SERVICING  EQUIP 


rcHiT  &  pipf-ppme  srPijCTuPPL  co^PON£^^^s 


R.'.r-  r:^ED  ijlING 
PmPT  POTGP','  UilNG 


1510 

RT"  . 

1520 

hI-  ’ 

1540 

'"’I  '2 

1550 

L'P  N 

1560 

Hi  PP 

r;HP 

16 

PTRCPP 

1610 

CQ  P  : 

1615 

h£wI 

162  0 

PIPU 

163  0 

PI  PC 

1650 

PIP'' 

1660 

PI  PC 

1670 

pppp 

1680 

MI  SC 

PMfff  S'PUCTUPPl  COflPONCNTS 


FT  ijl'MPONENTS  PND  fiCCESSORIES 
ppnPEi  L.CPS 

RCTnP  PlPDES-DPIvE  MECHPNISIM 

PmP^  i.hNSINo  GEPP  ccmponents 

PPFT  jMEFl  hND  BRPkE  SVSTEnS 

PhFT  H'tT'PPiJLIC  vpcuum  de-icing  comps 

p.^F-r  PIP  CONDI  honing  HEPTING  equip 


17  PCFT  LftUNCHiNG.  LOG.  S  GND ,  HPNDlING  EQUIP 

1710  pipfpor^  npPhSriN:-  bmppiep  ?.  equipment 
17?0  PIP'TPPPT  l^^''N  hINCi  equipment 
i;7'’  p:^_PmFT  ;,Pv,',iNU  UbPVlUiN:,-  E'QUlPMLNT 
1/40  P:P'FIP,,n  SF£i  I^nl/FD  Tt.ij(>S  hND  TPPIiEPS 


FISCAL  YEAR 


4  1 

6  86 

424 

808 

1.655 

2.487 

4.187 

-  1 

13  6  6  1 

41.394 

56.053 

1 1:  r  ‘  - 

11 .u  ’g 

19  ,  209 

20.060 

1  ■  7  0  1 

29  ,  350 

146.070 

9  :  ■  t  ' 

1C2  ,539 

62.578 

48.447 

2,431 

1.686 

2.434 

4  r  C  H 

1  .380 

216 

3.284 

2  4  7  2  3  0 

161.081 

173,093 

260,241 

22 . 896 

43.565 

38,727 

22,842 

10 . 45  7 

8  .535 

16 . 840 

6,808 

001.064 

2.378,706 

2.801.919 

3,678.034 

1.214.649 
1. 383. 716 
1.644.964 
21  j. 844 
431  .642 
69e.S0S 
208.616 


7.437.693 

1.771.311 

971 

70.921 

1.664.033 

10.944.929 


45.309 

211.257 

210.792 

139.234 

228.935 

113,980 

70.002 

383.433 


1.020.580 

1.768,693 

2.161,634 

500.640 

464.333 

462,274 

555.929 


11.005,660 

2.008,982 

0 

44.514 
1.993, 014 


15.052 , 170 


50.208 

257.892 

120,294 

124.072 


61 

267 

43 

633 

178 

168 

66 

259 

349 

327 

1.462,864 
1,684. 137 
2.261.651 
740.615 
713.914 
561.243 
479.475 


13.462.126 

2,287.523 

286 

11,922 

2.157.667 


18.019,524 


55,951 
336  .  154 
145 . 036 

111 .  503 
282.835 
129, 105 
106.441 
1.024,208 


50.420 

76,497 

146,017 

41,329 


2.399.956 
2.648,136 
1.876.742 
1,057.572 
542.921 
503 . 149 
381.377 


15.494.067 

2,503,945 

0 

65.610 
1.685. 978 


19,749.600 


54.810 

417,556 

130.358 

141,586 

329,832 

150.425 

95,288 

1.486.427 


63  ,  254 
227.172 
319.674 
36.032 


TABLE  C.  Supplies  and  Equipment 

(Continued) 

(Amounts  in  Thousands  of  Dollars) 


;C-,; 

FSC 

FISCAL  YEAR 

*• 

CODE 

DESCRIPTION 

1  982 

1  983 

1  984 

1  985 

QJ 


20 

2010 

VV-’> 

2020 

2  0  3  0 

‘C-S 

2040 

2050 

S'!'*’ 

2060 

2090 

■  -■ 

22 

2210 

2220 
22  30 

2240 

2  2  5  0 

23 

C- 

2  3  0  5 
2  310 

‘kr 

2  3:0 

18  SPPCE  VEHICLES 

1850  SPPCE  VEHICLE  HANDLING  &  SERVICING  EQUIP 


19  SHIPS,  small  CRT,  PONTOONS  S  FLOATING  DOCK 

1900  FRIGATES  AND  CORVETTES 

1901  AIRCRAFT  CARRIERS 

1902  CRUISERS 

1903  OESTROVERS 

1904  submarines 

1905  SUBCHASERS 

1906  MINElAVERS  and  MINESWEEPERS 

1907  LANDING  CRAFT 

1908  TORPEDO  BOATS  AND  GUN  BOATS 

1909  HVDROFOIlS 

1910  TRflNSPOR'^  VESSELS  -  PASSENGER  AND  TROOP 

1911  amphibious  ASSUALT  SHIPS 
1915  CARGO  and  tanker  VESSELS 

1920  fishing  vessels 

1921  TUGS  and  TOuJBOATS 

1923  ICE  BREAKERS 

1924  REPAIR  SHIPS 

1925  tender  vessels 

1926  lightships 

1927  CABLE  SHIPS 

1928  salvage  vessels 

1929  RESCUE  VESSELS 

1930  BARGES  AND  LIGH'EPS  CARGO 

1925  BARGES  AND  LIGHTERS  SPECIAL  PURPOSE 

1940  small  craft 

1945  PONTOONS  AND  FLOATING  DOCKS 
1950  floating  DR'rDOCKS 
1955  DREDGES 

1990  MISCELLANEOUS  VESSELS 


SHIP  AND  marine  equipment 

SHIP  AND  BOAT  PROPULSION  COMPONENTS 


DECK  machinery 

MARINE  hardware  and  HULL  HEMS 


commercial  fishing  EQUIPMENT 
miscellaneous  ship  AND  MARINE  EQUIPMENT 


22  RAlLUAV  EQUIPMENT 


2220  RAIL  CARS 

2230  railroad  RIGHT  OF  WAV  CONSTR  EQUIP 

2240  lu'Tjmo^ivf  s  pail  cap  actessories  S  CCMP 
2250  TRACK  materials  PAIlROAQ 


23  MOTOR  vEHiri..ES,  TRAILERS.  AND  CVCLES 

2  3  0  5  GROUND  EFi^EH  VEHICLES 
2310  PASSENC’ER  MCTHP  VEHICLES 
2  3  2  0  TRui>S  and  truck  tractors  WHEELED 
2  3  ;0  trailers 


605,943 
81.  121 
1.002.440 
-12.098 
2.001.409 
116.717 
64 . 446 
79.076 
4  .  783 
36.676 
308 
305.250 
96.409 
1,202 
3.840 


2  .  4?6 
11,589 
830'  ,  426 
135.096 


495 .735 
3.212.540 
1.057.067 
47.865 
1.426,126 
26  ,828 
46,515 
49,201 
2  . 106 
32,810 
1 ,  265 
321.285 
253,476 


17,123 
239 , 853 


151.771 
72.067 
965.294 
-19 . 726 
1,555. 723 
44.882 
130.785 
158.120 
2,094 
2,553 

1  .767 
1,094.098 

242.094 

242 

2  .  767 

0 

4  .844 
12,372 


165 . 181 
51.040 
797.969 
318 . 957 
2,031,982 
34.485 
56.533 
128.813 
11  ,  787 
13.250 

1  .  443 
858  .78  7 
532.403 

2  ,515 
2,867 


TABLE  C.  Supplies  and  Equipment 

(Continued) 

(Amounts  in  Thousands  of  Dollars) 


v>"  ' 


a 


FSC 

CODE 


DESCRIPTION 


30  MECHPNICftL  POUIER  TRPNSniSSION  EQUlPfiENT 


3C10  TORQUE  CONVERTERS  RND  SPEED  CHPNGERS 
3020  GEPRS  PiJLLEVS  SPROCKETS  PNO  TRPNS  CHPIN 
3030  belting  drive  BELTS  EPN  BELTS  &  PCCESS 
3040  miscellpneous  poujer  trpnsmission  equip 

totpl 


31 

BEHRINGS 

3110 

BEHRINGS 

PmiFRICTION  unmounted 

3120 

BEHRINGS 

PlHIN  unmounted 

3130 

BEHRINGS 

mounted 

totpl 

32  QOOOiilORKlNG  MPCHlNERv  PND  EQUIPMENT 

3210  SPUMIll  PND  Pl.PNlNG  MILL  MPChINERV 
3220  UOODuORk ING  MRChINFS 

3230  TOOLS  -  P^TPChmenTS  POR  UOODuORkING  MPCH 

totpl 


34  METPLUIORkING  riPCHlNEPV 


3405 
3  4  0  8 

3410 

3411 

3412 

3413 

3414 

3415 

3416 

3417 

3418 

3419 
3422 
3424 
3126 
3  4  3  1 
3 3  2 

343  3 
3436 

3418 

3439 
3  44  1 
3442 
3  4  4  3 
3  444 
5445 
3  4  46 

344  ' 
3  448 
344Q 

3  4  ■' 


SPUiS  PND  filing  MPChINES 

MPCHINING  CENTERS  S  UPv-Tvi:'E  MPChInES 

ElECTRICPl  &  ULTRPSONIC  EROSION  MPChINES 

boring  MPCHINES 

BROPChING  MPCHINES 

DRILLING  PND  TpppiNG  MPChINES 

gepr  Cutting  pnd  finishing  mpchinfs 

GRINDING  MPCHINES 
LP'HES 

milling  MPCHINES 
plpners  pnd  ShPPERS 
miscellpneous  mpchine  tools 
polling  mills  pnd  DRPnING  MPChINFS 
METP^  HEP*  TREP*ING  EQi'IRMFnT 
ME*P^  finishing  EO'-CRMEN* 

EtECTCIC  PPC  deeding  FQiLlPMENT 

Electric  resistance  uf., ding  equipment 
GPS  UELDINg  HEPT  cutting  -  MF.tPlIJInG  eq 
UiFlDING  positioners  PNC  MHMP jlP-*T0R5 
MlSCEi-lPNEOu'S  uElDINi}  EQL'ILHENT 
MISl  UElLING  S'JL.rEPiNG  5  BPPJING  SUPPLY 
BENDING  PND  FCR*^:nl.  mmi'minES 
hvDRHjlI:  PNC  PNLjhm'IC  cresses  PC'UER  dr 
fHp-HMNiCQ;.  PRESSES  R'juER  DRIVEN 

MPNUPl  presses 

P'jNChInG  PNC  SmEPRING  Hpr^iNES 
FOR'llNi^  MQChINEL'-  PNC  RR 

vIRE  PNC  RIPBCN  fjPHiNG  MP^hInES 

RWC'IN':-  MP'-. mines 

■**S  '  Cf  ■  :;NDPR'-  PGRhINL'-:,i;T' IN,.  mm-Ch 

Mp:'«.*:Nf  G  P:P''PE^E 

c;  k'R  Hm'-minF 


'’’IN.  • 
" " :  N'- 


s 

Mf  '  M 


.-t 


ri  -  pf  pp,7- 

'  S  «  I  ’  G  PND  O' 


IN'-  r-prp 
PTE'S 

'EI'^S 


FISCAL  YEAR 


41 


1  982 

1  983 

1984 

9.362 

17  ,809 

7  ,842 

35.400 

48,211 

31,546 

1.445 

614 

369 

41,649 

44.161 

30  .835 

87.856 

110  .  795 

70.592 

81.898 

50.923 

77.700 

31.807 

25.115 

17.874 

2.556 

2.306 

970 

116.261 

78  ,  344 

96,544 

734 

0 

71 

2.658 

853 

1,414 

49 

109 

0 

■■BOH 

962 

1.485 

2.339 

2.055 

2,649 

10.035 

14.981 

22  ,  485 

801 

1  .  169 

1,320 

7  741 

4,527 

5  ,  249 

12 

5,000 

5.675 

8.556 

2,247 

5  ,  309 

151 

661 

269 

7.33$ 

8  .  S36 

14  ,682 

15.003 

22,220 

2T  ,?ftl 

9.805 

11.962 

10,372 

908 

123 

242 

4.416 

5  ,  799 

5,755 

19 

0 

241 

4,429 

2,612 

3.543 

1.680 

428 

964 

4.077 

7.849 

5,599 

410 

2 ,228 

252 

3.045 

2 ,559 

2  ,065 

61 

2  ,  427 

1,84 

l.or--? 

1  ,  066 

T  ,  5  5  4 

9.985 

5.286 

6  ,  0  C  0 

5 .338 

4  ,022 

3  ,548 

1.938 

1 .  931 

8.117 

761 

1  ,213 

356 

476 

A  74 

2,400 

5.653 

3,288 

3  .61- 

1.041 

2.616 

1,479 

42 

8  0 

119 

220 

46 

5  4 

■  4  s  4  8  '3 

■45,103 

1  ^2 

6’e 

j95 

2  O'C 

R9  1 

B  9  ■ 

7  j 

4F 

1  ■  1 

C  'i5fi 

3.151 

2  '  •’■ 

92 

2  75 

<a 

82 

50 

Id* 

26  3 

355 

1  25  C 

6  2  .  3  5 

77,971 

151,537 

TABLE  C.  Supplies  and  Equipment 

(Continued) 

(Amounts  in  Thousands  of  Dollars) 


FSC 

CODE 


FISCAL  YEAR 


DESCRIPTION 


SERVICE  AND  TRADE  EQUIPtlEhfT 


3510  LPUNDRY  RND  DRY  CLERNING  EQUIPMENT 

3520  SHOE  REPRIRING  EQUIPMENT 

3530  INDUSTRIPL  SEliliNG  MACHINE  &  MOBILE  TEXTILE 

3540  WRAPPING  AND  PACKAGING  MACHINERY 

3550  VENDING  AND  COIN  OPERATED  MACHINES 

3590  MISC  SERVICE  AND  TRADE  EQUIPMENT 


36  SPECIAL  INDUSTRY  MACHINERY 

3605  FOOD  PRODUCTS  MACHINERY  AND  EQUIPMENT 

3610  printing  DUPLICATING  &  BOOKBINDING  EQUIP 

3611  INDUSTRIAL  MARKING  MACHINES 

3615  PULP  AND  PAPER  INDUSTRIES  MACHINERY 
3620  RUBBER  &  PLASTIC  WORKING  MACHINERY 
3625  textile  INDUSTRIES  MACHINERY 
3630  CLAY-CONCRETE  PRODUCTS  INDUSTRIES  MACH 
3635  crystal  &  GLASS  INDUSTRIES  MACHINERY 
3640  TOBACCO  MANUFACTURING  MACHINERY 
3645  leather  TANNING  AND  WORKING  MACHINERY 
3650  CHEMICAL  AND  PHARMACEUTICAL  MACHINERY 
3655  GAS  generating  AND  DISPENSING  SYSTEM 
3660  INDUSTRIAL  SIZE  REDUCTION  MACHINERY 
3670  PRINTED  CIRCUIT  eORRO  MFC  MACH 
3680  FOUNDRY  MACHINERY  -  RELATED  EQUIP  &  SUP 
3685  SPECIALIZED  METAL  CONTAINER  MFC  MACH 
3690  SPECIALIZED  AMMUNITION  AND  ORDNANCE  MACH 

3693  industrial  ASSEMBLY  MACHINES 

3694  clean  work  STATIONS  ENVIRONMENT  EQUIP 

3695  MISCELLANEOUS  SPECIAL  INDUSTRY  MACHINERY 


AGRICULTURAL  MACHINERY  AND  EQUIPMENT 

0  SOIL  preparation  equipment 
0  harvesting  equipment 
0  dairy  poultry  and  livestock  equipment 
0  PEST  DISEASE  AND  FROST  CONTROL  EQUIPMENT 
0  GARDENING  IMPLEMENTS  AND  TOOLS 
0  animal  drawn  VEHICLES  AND  FARM  TRAILERS 
0  SADDLERY  HARNESS  WHIPS  AND  FURNISHINGS 


ONST.  MINING,  excavating  S  HWY  MAINTENRNC 

earth  moving  and  EXCAVATING  EQUIPMENT 
CRANES  And  crane -shovels 
crane  and  crane-shovel  ATTACHMENTS 
MINING  ROCK  DRILLING  EARTH  SORING  EQUIP 
ROAD  CLEARING  AN:'i  CLEANING  EQUIPMENT 
TRUCK  AND  TRACTOf?  ATTACHMENTS 
PETROLEUM  PRODUCT ;0N-DISTRIBUTI0N  EQUIP 
MISCELLANEOUS  CONSTRUCTION  EQUIPMENT 


39  MPTEPIALS  HANDLING  EQUIPMENT 

3910  CONVEYORS 

3915  materials  feeders 

3930  MAT  handling  EQUIP  -  NONSELF -PROPEL LEO 
3930  WAREHOUSE  TRKS  &  TRACTORS  SELF-PROPELLED 


17.021 

240 

11.311 

162.085 


28.372 

2.233 

7.988 

126.028 


17.017 

416 

8,892 

114.592 


35.045 
107 
5.214 
144,  170 


TABLE  C.  Supplies  and  Equipment 

(Continued) 

(Amounts  in  Thousands  of  Dollars) 


FSC 

CODE 


DESCRIPTION 


MATERIPLS  HANDLING  EQUIPMENT 

0  BLOCKS  TACKLE  PIGGING  AND  SLINGS 
0  WINCHES  HOISTS  CRANES  AND  DERRICKS 
0  ELEVATORS  AND  ESCALATORS 
0  MISCELLANEOUS  MATERIALS  HANDLING  EQUIP 


40  ROPE.  CABLE.  CHAIN  AND  FITTINGS 

4010  CHAIN  AND  WIRE  ROPE 

4020  FIBER  ROPE  CORDAGE  AND  TWINE 

4030  FITTINGS  FOR  ROPE  CABLE  AND  CHAIN 


REFRIGERATION  &  AIR  CONDITIONING  EQUIPMENT 

0  REFRIGERATION  EQUIP 
0  AIR  CONDITIONING  EQUIP 
0  REFRIGERATION  AND  AIR  CONDITIONING  COMP 
0  FANS  AIR  CIRCULATORS  &  BlOWER  EQUIP 


FIRE  FIGHTING.  RESCUE  &  SAFETY  EQUIPMENT 

0  FIRE  fighting  EQUIPMENT 
0  MARINE  LIFESAVING  AND  DIVING  EQUIPMENT 
0  DECONTAMINATING  AND  IMPREGNATING  EQUIP 
0  safety  and  RESCUE  EQUIPMENT 


PUMPS  and  COMPRESSORS 

0  COMPRESSORS  AND  VACUUM  PUMPS 
0  POWER  AND  HAND  PUMPS 
0  CENTRIFUGALS  SEPARATORS  AND  FILTERS 


FURNACE .  STEAM  PLANT .  DRYING  EQUIP  &  NUCL 

0  industrial  BOILERS 
0  HEAT  exchangers  and  steam  CONDENSERS 
0  industrial  Furnaces  kilns  lehrs  s  ovens 
0  DRIERS  dehydrators  AND  ANHYDRATORS 
0  AIR  PURIFICATION  EQUIPMENT 
0  NUCLEAR  REACTORS 


PLUMBING.  HEATING  4  SANITATION  EQUIPMENT 

0  PLUMBING  FIXTURES  AND  ACCESSORIES 
0  SPACE  HEATING  EQUIP  AND  WATER  HEATERS 
0  FUEL  BURNING  EQUIPMENT  UNITS 
0  MISC  PLUMBING  HEATING  &  SANITATION  EQUIP 


66,128 

26.820 

11.510 

183.582 


69.187 

123.028 

17.558 


23.907 

4.981 

2.322 

2.741 

7.926 

1.292.664 


FISCAL  YEAR 


60.009 

19.625 

14.313 

124.476 


63.217 
116 . 163 
14.082 


14.881 
7  .  789 
5 . 429 
3.227 
3  .  138 
1.599.113 


76.441 

24.078 

30.828 

199.484 


61 . 127 
152 . 128 
15.758 


11.713 

32.976 

4.393 

5.025 

4,940 

756.729 


58.158 

123.712 

14,966 


8.497 
20.507 
2  .  337 
4.441 
5 . 129 
1.047.502 


7.633 

4.700 

10.449 

11.967 

22  .  731 

16  .  358 

10.465 

13.483 

4 . 044 

5  .  123 

3  .  739 

2  .  793 

6.094 

3.564 

4,983 

3.576 

40.502 

29  .  745 

29,636 

31,819 

v.Y'> 
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TABLE  C.  Supplies  and  Equipment 


(Continued) 

(Amounts  in  Thousands  ot  Dollars) 


FSC 

CODE  DESCRIPTION 

FISCAL  YEAR 

1982 

1983 

1984 

1985 

«6  URTER  PURIFICRTION  &  SEUIRGE  TREfiT^1E^^■  EQUI 

4610 

WRTER  PURIFICRTION  EQUIPMENT 

56.300 

8,552 

31,960 

22.374 

4620 

UPTER  OISTILLPTION  EQUIP  MPRINE  &  INDUS! 

2,066 

1,738 

4,364 

2,328 

4630 

SEUPGE  TREPTMENT  EQUIPMENT 

1.480 

705 

1.209 

1,251 

TOTPL 

59,846 

10,995 

37,533 

25,953 

47  PIPE,  TUBING.  HOSE  &  FITTINGS 

4710 

PIPE  PND  TUBE 

58.691 

27,681 

35.429 

44,190 

4720 

HOSE  PND  TUBING  FLEXIBLE 

65,317 

38,705 

37,204 

26,690 

4730 

fittings  -  HOSE  PIPE  &  TUBE 

58.807 

29,002 

30,793 

43,509 

TOTPL 

182,815 

95,388 

103,426 

114,389 

4S  VRLVES  1 

4810 

VPLVES  POWERED 

47.411 

45,524 

40,455 

54.841 

4820 

VPLVES  NONPOUEREO 

137,918 

80.598 

104,998 

103,047 

TOTPL 

175,339 

126,122 

145,453 

156.888 

49  MfliriTENfiNCE  &  REPftlR  SHOP  EQUIPMENT  i 

4910 

MOTOR  VEHICLE  MPINTENPNCE  EQUIPMENT 

57.706 

45,164 

37,893 

45,459 

4920 

OIRCPflFT  nfilNTENSNCE  S  REPfilR  SHOP  EQUIP 

376,840 

473,954 

531,351 

613,169 

4921 

TORPEDO  nflINT  REPAIR  S  CHECKOUT  EQUIP 

835 

440 

5,078 

5,941 

4923 

depth  CHPRGES-MINES  MPINT  8.  REPPIR  EQUIP 

133 

122 

630 

397 

4925 

PMMUNITION  MPINTENPNCE  *  CHECKOUT  EQUIP 

5,307 

1,649 

5,807 

764 

4927 

ROCKET  MPINTENPNCE  PNO  REPPIR  EQUIPMENT 

442 

3.057 

17,443 

5,592 

4930 

LUBRICATION  &  FUEL  DISPENSING  EQUIPMENT 

40,096 

22.249 

30.581 

38 . 161 

4931 

FIRE  CONTROL  MPINTENPNCE  EQUIPMENT 

30,883 

38.977 

39,394 

60,567 

4933 

UEPPONS  MPINTENPNCE  EQUIPMENT 

15.640 

7.925 

1,399 

1,874 

4935 

GUIDED  MISSILE  MAINTENANCE  EQUIPMENT 

73.468 

70,808 

91,374 

88.744 

4940 

MISCELLPNEOUS  MPINTENPNCE  EQUIPMENT 

36,464 

21,369 

45,731 

46,054 

4960 

SPPCE  VEHICLE  MPINTENPNCE  EQUIPMENT 

3,526 

172 

183 

0 

total 

631,239 

675,886 

786,654 

905,722 

51  HRND  TOOLS 

5110 

HRND  TOOLS  EDGED  NONPOWERED 

1.006 

283 

31 

953 

5120 

HPNO  TOOLS  NONEDGED  NONPOUIERED 

10.560 

5,511 

14.371 

7.083 

5130 

HPNO  TOOLS  POWER  DRIVEN 

4.874 

1.841 

1,162 

1,651 

5133 

DRILL  BITS  COUNTERBORES  PND  COUNTERSINKS 

904 

146 

0 

35 

5136 

TPP5  DIES  PNO  COLLETS  HPNO  PND  MPCHINE 

216 

62 

0 

126 

5140 

TOOL  PND  HPRDUPRE  BOXES 

1.138 

2,320 

718 

820 

5180 

SETS  KITS  PND  OUTFITS  OF  HRND  TOOLS 

6,945 

10 . 152 

3,631 

7.733 

TOTPL 

25,643 

20.315 

19,913 

18.401 

52  flERSURING  TOOLS 

5210 

MEPSURING  TOOLS  CRPFTSMENS 

1.339 

835 

1.183 

516 

5220 

INSPECTION  GPGES  &  PRECISION  LPYOUT  TOOL 

2,864 

3,105 

1.580 

2  . 165 

5280 

SETS  KITS  PND  OUTFITS  OF  MEPSURING  TOOLS 

585 

1.622 

375 

831 

TOTPL 

4.788 

5.562 

3  .  138 

3,512 

- - * - 

KSS3SSSBSS 

53  HRRDUIPRE  PND  PBRPSIVES 

5305 

SCRFUS 

7.900 

4  ,  755 

4,516 

5.615 

5306 

BOLTS 

11,949 

8,851 

7.329 

6.598 
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TABLE  C.  Supplies  and  Equipment 

(Continued) 

(Amounts  in  Thousands  of  Dollars) 


FSC 

CODE  DESCRIPTION 

FISCAL  YEAR 

1982 

1983 

1984 

1985 

53  HARDyPRE  RNO  RBRRSIVES 

5307 

STUDS 

2.130 

983 

1.584 

3,314 

5310 

NUTS  RNO  bJRSHERS 

26.791 

14.345 

15,256 

18,932 

5315 

NRILS  KEYS  RND  PINS 

22.204 

1.726 

1.728 

3,836 

5320 

RIVETS 

9.738 

7.652 

8,903 

13 . 748 

5325 

fpstening  devices 

5.630 

2.224 

3.843 

2,969 

5330 

PPCKING  RNO  GRSKET  flRTERIRLS 

30.464 

20.553 

26.078 

41.529 

5335 

METPL  SCREENING 

207 

289 

493 

539 

5340 

mSCELLRNEOUS  HRROURRE 

44.913 

34.906 

24.186 

33.109 

5345 

DISKS  RND  STONES  RBPRSIVE 

204 

180 

204 

0 

5350 

RBRRSIVE  riRTERIRLS 

3.162 

2.106 

1,926 

2,148 

5355 

KNOBS  RND  POINTERS 

752 

72 

306 

393 

5360 

COIL.FLRT  RNO  WIRE  SPRINGS 

6.923 

1.828 

2,219 

1.802 

5365 

RINGS  SHIMS  RNO  SPRCERS 

6.196 

4.124 

3.848 

3,967 

totrl 

179,163 

104.594 

102.419 

138,499 

54  PREFRBRICRTED  STRUCTURES  &  SCRFFOLDING 

5410 

prefrbricrteo  RNO  portrble  buildings 

41.490 

55.318 

83,633 

91,898 

5411 

RIGID  URLL  SHELTERS 

18.240 

11.873 

51.375 

24.803 

5420 

BRIDGES  FIXED  AND  FLOATING 

56.966 

44,045 

20,123 

34.894 

5430 

STORAGE  tanks 

32.323 

22,351 

20.995 

32,429 

5440 

SCAFFOLDING  EQUIPMENT  AND  CONCRETE  FORMS 

1.654 

1.795 

2.815 

3.843 

5445 

PREFABRICATED  TOUER  STRUCTURES 

1.148 

1.838 

1,261 

3,091 

5450 

MISCELLANEOUS  PREFABRICATED  STRUCTURES 

7.429 

7.605 

22.055 

10,508 

total 

159.248 

144.825 

202,257 

201.466 

_  S.-.SB 

■ 

II 

II 

M 

M 

II 

M 

II 
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55  LUnSER.  niLLUORK.  PLYUOOD  &  VENEER 

5510 

LUMBEB  BNO  RELOTEO  BRSIC  UOOO  tlOTERIRLS 

21.477 

16.589 

22.370 

20,637 

5520 

MIlLUORK 

401 

179 

184 

582 

5530 

PLVUOOO  AND  VENEER 

5.820 

4.759 

6  , 183 

6.497 

total 

27.698 

21,527 

28  ,  73  7 

27.716 

1 

1 

1 

« 

56  CONSTRUCTION  i  BUILDING  MBTERIRLS 

5610 

MINERAL  CONSTRUCTION  MATERIALS  BULK 

49.281 

30 , 802 

13  ,  158 

12,633 

5620 

BUILDING  GLASS  TILE  BRICK  AND  BLOCK 

4.195 

7  ,  801 

10  .  776 

2  ,416 

5630 

PIPE  AND  CONDUIT  NONMETALLIC 

168 

4  .  70  6 

97 

:C4 

5640 

yPLLBORRD  BLDG  &  THERMAL  INSULATION  MAT 

5.275 

4  ,318 

666 

1 .881 

5650 

ROOFING  AND  SIDING  MATERIALS 

1.056 

453 

410 

488 

5660 

FENCING  FENCES  AND  GATES 

3.580 

10,979 

8  .  189 

30.422 

5670 

ARCHITECTURAL  AND  RELATED  METAL  PRODUCTS 

2.262 

789 

712 

1 .  705 

5680 

MISCELLANEOUS  CONSTRUCTION  MATERIALS 

12 .776 

14.475 

10.489 

9.366 

total 

78.593 

74  ,  32  3 

44.497 

59  .015 

58  COMMUNICRTION  EQUIPMEf^ 

5805 

TELEPHONE  RND  TELEGRAPH  EQUIPMENT 

120.081 

204  943 

137.960 

2  1'  'Q  7 

5810 

COMMUNICATIONS  SECURITY  EQUIP  AND  COMPS 

337.217 

376.58’ 

234,113 

17?  420 

5811 

other  CRYPTOLOGIC  EQUIPMENT  &  COMPONENTS 

14  .417 

29.188 

4^,470 

'2  198 

5815 

TELETYPE  AND  FACSIMILE  EQUIPMENT 

91 .882 

8  7  .  9?  .7 

155  ,  384 

:C4  493 

5820 

RADIO  TV  EQUIPMENT  EXCEPT  AIRBORNE 

1.024.S57 

8’1,867 

^14,950 

fc  7  1  1:9 

5821 

RADIO  AND  TV  EQUIPMENT  AIRBORNE 

293.516 

334,7^4 

i  C  t  i 

273  ;41 

5825 

RADIO  NAVIGATION  EQUIP  -  EXCEPT  AIRBORNE 

114. Cl4 

:  ■'.861 

145 ,  73' 

:  f  1  '  2  Q 

5826 

RADIO  NAVIGATION  EQUIPMENT  AIRBORNE 

205.323 

23^.591 

2  :  9  .  3  2  7 

1  9  7  .  :<  7  8 

5830 

INTERCOMM  PUBLIC  ADDRESS  SYS  EX  AIRBORNE 

20.986 

32.049 

41,297 

43  .':9 

5831 

INTERCOMM  PUBLIC  ADDRESS  SYS  -  AIRBORNE 

8,3^7 

1C  ,  458 

21,(51 

2  ’  '  • 

5835 

SOUND  RECORDING  &  REPRODUCING  EQUIPMENT 

47.488 

67.594 

t  c.  745 

7  0  ,  3 :  t) 

5836 

VIDEO  RECORDING  AND  REPRODUCING  EQUIPMENT 

0 

0 

1  744 

S  .  7  '6 

5840 

RADAR  EQUIPMENT  EXCEPT  AIRBORNE 

6'^7.?91 

804  ,  662 

7:9,139 

643,524 

5841 

RADAR  EQUIPMENT  AIRBORNE 

1. 134 . 739 

1,147.100 

1 , 094  ,  92  3 

1.39:  .6'2 

5845 

UNDERWATER  SOUND  EQUIPMENT 

561.080 

634.878 

891  . 113 

98  :  ,  C94 

5850 

VISIBLE  INVISIBLE  LIGHT  COMMON  EQUIPMENT 

13.355 

5,838 

: ,  1  2 

1  6  ,  ?  2  4 

K. 
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TABLE  C.  Supplies  and  Equipment 


(Continued) 

(Amounts  in  Thousands  of  Dollars) 


FSC 

CODE  DESCRIPTION 

FISCAL  YEAR 

1982 

1983 

1  984 

1985 

58  COMMUNICRTION  EQUIPMENT 

5855 

NIGHT  VISION  EQUIPMENT 

196,446 

185. 168 

153,686 

222,089 

5860 

STIMULPTED  COHERENT  RPDIPTION  DEVICES 

33.165 

25.339 

26.452 

31,362 

5865 

ElCT  COUNTERMEPSURES  &  QUICK  REPCT  EQUIP 

1,824,274 

2,354.994 

3.625.612 

3.590,146 

5895 

MISCELLPNEOUS  COMMUNICPTION  EQUIPMENT 

997.391 

1.075.963 

1,316,087 

2.768,574 

totpl 

7.645.598 

8,605.827 

10,080.042 

11,813,181 

59  ELECTRICPL  &  ELECTRONIC  EQUIPMENT  COMPONEN 

5905 

RESISTORS 

14,936 

9.508 

4.751 

10,947 

5910 

CPPPCITORS 

8.379 

4.934 

5.064 

3.945 

5915 

FILTERS  PnO  networks 

28.511 

12,221 

15.007 

19,340 

5920 

FUSES  PNO  lightning  PRRESTERS 

6,998 

3.670 

4,027 

4.165 

5925 

CIRCUIT  BREPkERS 

13,881 

22.763 

14.721 

10.041 

5930 

SWITCHES 

53,032 

35.851 

33.774 

49 . 133 

5935 

connectors  electricpl 

48,987 

26,078 

38,071 

38.801 

5940 

LUGS  TERMInPlS  PNO  TERMINPL  STRIPS 

11,129 

5.516 

7,605 

5 . 181 

5945 

relp>'S  PNC  solenoids 

38,664 

29 . 797 

23.990 

36,233 

5950 

COILS  PND  TRANSFORMERS 

35.385 

15,220 

9.356 

16,237 

5955 

PIFCOELECTRIC  CR''STPlS 

448 

2.482 

4,552 

5,960 

5960 

Electron  tubes  8  pssoc  hppowpre 

283.335 

232.697 

243.542 

264,691 

5961 

SE*^:  CONCujr.TOR  DEVICES  8  PSSOC  HPROWPRE 

18.749 

10,000 

11.656 

18.046 

5962 

MICROCIRCUITS  -  Electronic 

41,022 

30,516 

28,995 

49,698 

5963 

ElEC’’ROMC  mcOUuES 

125.733 

168,211 

132,904 

143.430 

5965 

HEPDSETS  HPNf'SETS  MICROPHONES  8  SPEPKERS 

31,411 

27,015 

22,148 

26,445 

5970 

ElFCTPIIPl  INSULPTORS  PND  INSULPTING  MPT 

4.989 

2,895 

3,637 

4,559 

5975 

ElElTDICPl  hAPDWPRE  PNC  supplies 

21,132 

45.955 

42.968 

43.937 

5977 

ElECTCICPl  CONTRC"  brushes  8  electrodes 

4.482 

2.374 

7.137 

1,933 

5985 

PNTfNNPS  wPvFC-  ODES  8  RElPTED  EQUIPMENT 

105.457 

139,571 

140,780 

205.152 

5990 

Pn:  Rf.S^vLVE&S 

16,842 

11.463 

9.163 

11,155 

5995 

che.f:  c:rd  wire  pssem&^ies  -  comm  equip 

97,462 

72,863 

90.793 

86.401 

5999 

Msc  electrich.  PNC  Electronic  components 

580,226 

799.253 

1.094,335 

677.198 

to-"pl 

1.591,190 

1,710,863 

1,988,876 

1.732.629 

SSSSS««SB3t 

BSBSsBsseats 
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BBBSSeSSBB 

60  fiber  optics  components,  RSSEMeiiES 

6010 

FTBf.R  CiFTl-::  roNDuCTOPS 

202 

865 

309 

0 

6015 

F:Frt.R  i  Hb.bS 

280 

730 

1.760 

2.545 

6020 

flF^R  OF^I.  CPBlC  PSSMBLV  8  hRRNESES 

152 

475 

2,185 

2,156 

6030 

FIF'F.P  OFTIC  DEVICES 

259 

4,113 

8.676 

10,084 

6060 

FI^fL  OPTIC  I?r£R':CiNNECTOfiS 

1,235 

71 

0 

205 

6070 

p:-FR  l'RMC  HcCES'iC’RIES  PNO  SUPPLIES 

160 

187 

1,898 

1.870 

6080 

FIbLR  UP^IC  Ki:-S  8  SETS 

259 

158 

321 

19 

rCTRL 

2.547 

6.599 

15,149 

16,879 

61  electric  yiPE,  &  POUIER  S  DISTRIBUTION  EQUI 

6105 

MOTORS  Electricpl 

53.962 

44.808 

39.742 

52,289 

6110 

ElECTPICPL  control  EQUIPMENT 

59,886 

66.829 

59,990 

68 . 196 

6115 

GENERPTORS  PND  GENERP^OP  SETS  ELECTRICPL 

233.884 

284.911 

276,265 

279.876 

6116 

FUEL  cell  POWER  UNITS  PND  COMP 

42 

188 

183 

215 

6120 

TRPNSFORMERS  -  distribution  S  POWER  STP 

7.215 

6,233 

7.771 

15.273 

6125 

CONVERTERS  electricpl  ROTmTInG 

14,055 

14.214 

33 , 253 

19,659 

6130 

converters  electricpl  non  rotpting 

47.604 

37,361 

46.480 

79,821 

6135 

bptteries  primary 

55.047 

82.807 

91.578 

160,805 

6140 

bptteries  secondary 

60.612 

55.691 

41.025 

38,251 

6145 

wire  PND  cable  electricpl 

63.097 

47.171 

51,828 

38,561 

6150 

MISC  electric  power  &  DISTRIBUTION  EQ 

18.392 

31.918 

25.600 

29,377 

total 

613.796 

671.931 

673,715 

782 . 323 

62  lighting  FIXTURES  PNO  LRMPS 

8210 

INDOOR  8  OUTDOOR  ELEC  LIGHTING  FIXTURES 

11.985 

8.588 

12,669 

15,020 

8220 

electric  vehicular  lights  PND  FIXTURES 

23,951 

15.618 

17.586 

21.625 

6230 

electric  portable  8  HAND  LIGHTING  EQUIP 

27.735 

31 .  188 

21.042 

24.471 

TABLE  C.  Supplies  and  Equipment 

(Continued) 

(Amounts  in  Thousands  of  Dollars) 


FSC 

CODE  DESCRIPTION 

FISCAL  YEAR 

1982 

1983 

1984 

1985 

62  LIGHTING  FIXTURES  RND  LRMPS 

6240 

ELECTRIC  LPMPS 

22,377 

19,301 

19.417 

21.755 

6250 

BPLLPSTS  LPMPHOLDERS  PND  STPRTERS 

1.231 

703 

682 

1.490 

6260 

NONELECTRICPL  LIGHTING  FIXTURES 

2 . 754 

3.559 

4.  147 

9,561 

TOTPL 

90,033 

78.957 

75,543 

93.922 

63  RLPRM  PND  SIGNPL  SYSTEMS 

6310 

TRPFFIC  PNO  TRPNSIT  SIGNPL  SYSTEMS 

513 

210 

31 

0 

6320 

SHIPBOARD  PLPRM  PND  SIGNAL  SYSTEMS 

5,252 

5,534 

11,947 

2.864 

6330 

RAILROAD  SIGNPL  PNO  UIPRNING  DEVICES 

36 

0 

34 

63 

6340 

AIRCRAFT  alarm  PNO  SIGNPL  SYSTEMS 

6.030 

6.378 

3.308 

8,668 

6350 

MISCELLANEOUS  PLPRM  PNO  SIGNAL  SYSTEMS 

8,867 

40,192 

26 , 744 

39,748 

TOTPL 

20,698 

52,314 

42,064 

51,343 

SBBSBSSBBB 

Bsssaassss 

65  MEDICPL,  OENTPL,  &  VETERINARY  EQUIPMENT 

6506 

DRUGS  BIOLOGICPLS  AND  OFFICIAL  REAGENTS 

183.461 

210,615 

229.946 

291.771 

6508 

MEDICATED  COSMETICS  AND  TOILETRIES 

722 

608 

255 

328 

6510 

SURGICAL  DRESSING  MATERIALS 

25.864 

21,322 

25,771 

21,172 

6515 

MEDICAL  SURGICAL  INSTRUMENTS  EQUIP  &  SUP 

81.277 

59.949 

74.669 

87,263 

6520 

dental  INSTRUMENTS  EQUIP  AND  SUPPLIES 

13.780 

12.040 

16 . 348 

4,748 

6525 

X’RAY  EQUIP  SUPPLIES  -  MEDICAL  &  DENTAL 

38.571 

45,398 

41.332 

46,509 

6530 

hospitrl  furniture  equip  utensils  s,  sup 

37.980 

35.778 

38,253 

29.299 

6532 

hospital  s  surgical  clothing 

14,073 

8.991 

9,200 

9.989 

6540 

OPTICIANS  INSTRUMENTS  EQUIP  *  SUPPLIES 

5,026 

8.351 

8.510 

5.801 

6545 

MEDICAL  SETS  KITS  AND  OUTFITS 

6.022 

6.980 

10.494 

14,967 

6550 

IN  VITRO  diagnostic  substances,  REAGENTS. 

0 

2,030 

9.969 

3,998 

TOTAL 

406.776 

412,062 

464.837 

515,845 

BtlSSBBSSSB 

BSBBBSSBSS 

BBSBBBBSSB 

66  INSTRUMENTS  RND  LfiBORPTORV  EQUIPMENT 

6605 

NAVIGATIONAL  INSTRUMENTS 

422.046 

226.435 

267,406 

457.095 

6610 

flight  instruments 

123.930 

130,316 

124,176 

166.703 

6615 

AUTOMATIC  PILOT  MECHANISMS  AIRBORNE  GYRO 

125.193 

130,412 

178.459 

219.558 

6620 

ENGINE  INSTRUMENTS 

48.665 

34.450 

55.865 

80.825 

6625 

ELECTRICAL  ELECTRONIC  MEASURING  INSTRUMT 

526,557 

588,373 

479,456 

593 , 258 

6630 

CHEMICAL  ANALYSIS  INSTRUMENTS 

27.142 

15.820 

19.136 

22,303 

6635 

PHYSICAL  PROPERTIES  TESTING  EQUIPMENT 

22.115 

18.136 

28.911 

42.372 

6636 

ENVIRONMENTAL  CHAMBERS  AND  RELATED  EQUIP 

7.547  1 

4 , 785 

9,494 

6.955 

6640 

LABORATORY  EQUIPMENT  AND  SUPPLIES 

27,568 

19.481 

20.217 

28.745 

6645 

TIME  MEASURING  INSTRUMENTS 

11.732 

6.078 

5  .  737 

10.064 

6650 

OPTICAL  INSTRUMENTS 

37.221 

38.587 

26.226 

51.568 

6655 

geophysical  and  ASTRONOMICAL  INSTRUMENTS 

3.436 

5.013 

4.450 

3  .  796 

6660 

METEOROLOGICAL  INSTRUMENTS  AND  APPARATUS 

12,839 

11,515 

34.799 

21,139 

6665 

hazard-detecting  INSTRUMENTS  &  APPARATUS 

66.643 

54.230 

61.984 

67.859 

6670 

scales  and  BALANCES 

3,322 

3,428 

3,605 

5.363 

6675 

DRAFTING  SURVEYING  6  MAPPING  INSTRUMENTS 

39,695 

86,863 

59.434 

40,516 

6680 

LIQUID-GAS-MOTION  MEASURING  INSTRUMENTS 

39,621 

28.470 

37.881 

32.684 

6685 

PRESSURE  TEMP  HUMIDITY  INSTRUMENTS 

59,620 

40,226 

70  ,  463 

49.411 

6695 

COMBINATION  &  MISCELLANEOUS  INSTRUMENTS 

24.819 

17.910 

18,500 

66.495 

TOTAL 

1,629.771 

1.460,528  ! 

1.506,199 

1,966.709 

67  PHOTOGRPPHIC  EQUIPMENT 

6710 

CftMERAS  MOTION  PICTURE 

23,595 

20,326 

25.421 

30.485 

6  720 

CfifiERAS  still  PICTURE 

58.809 

32.925 

44.021 

5,956 

6  7  30 

PHOTOGRAPHIC  PROJECTION  EQUIPMENT 

7.593 

6.853 

6  .386 

7,014 

6740 

PHOTO  DEVELOPlNG  and  FINISHING  EQUIP 

16,846 

17.799 

17,441 

13.437 

6750 

photographic  supplies 

49.095 

34.416 

34,985 

30.088 

6  760 

photographic  EQUIPMENT  AND  ACCESSORIES 

20,089 

17.618 

57  ,  191 

47.890 

67  70 

film  processed 

5,927  1 

4.757 

5.902 

5,293 

6  780 

photographic  sets  kits  and  OUTFITS 

15.372 

4.901 

11 .743 

13 . 733 

TOTAL 

197.326 

139,595 

203,090 

153,896 

TABLE  C.  Supplies  and  Equipment 

(Continued) 

(Amounts  in  Thousands  of  Dollars) 


FSC 

FISCAL  YEAR 

CODE  DESCRIPTION 

1982 

1983 

1984 

1  985 

68  CHEMICPLS  RND  CHEiUCPL  PRODUCTS 

6810 

6820 

6830 

6840 

6850 

CHEMICALS 

OVES 

GASES  COMPRESSED  AND  LIQUEFIED 

PEST  CONTROL  AGENTS  AND  DISINFECTANTS 

MISCELLANEOUS  CHEMICAL  SPECIALTIES 

39.404 

2.793 

15.491 

9.111 

56.642 

22,218 

2.869 

7.048 

5 . 791 
74,008 

31.108 

876 

9,607 

8,829 

51,079 

29.814 

3,244 

9,512 

8,526 

34,090 

total 

123.441 

111.934 

101 . 499 

85 . 186 

69  TRRINING  RIDS  RND  DEVICES 

6910 

6920 

5930 

6940 

TRAINING  AIDS 

ARMAMENT  TRAINING  DEVICES 
operational  TRAINING  DEVICES 

COMMUNICATION  TRAINING  DEVICES 

88,695 

116,994 

408.814 

18,239 

122,241 

204,031 

385.099 

13,834 

111,225 

287,991 

328,013 

11,229 

284.051 

234.453 

813,345 

43.811 

TOTAL 

632.742 

725.205 

738.458 

1,375,660 

70  GENL  PURPOSE  ROPE.  SOPTuiRRE.  SUPPLIES  &  SU 

7010 

7020 

7021 

7022 
7025 
7030 
7035 
7040 
7042 
7045 
7050 

ADPE  CONFIGURATION 

ADR  central  processing  UNIT  -  ANALOG 

ADP  central  PROCESSING  UNIT  -  DIGITAL 

ADP  central  PROCESSING  UNIT  -  HYBRID 

ADR  INPUT/OUTPUT  AND  STORAGE  DEVICES 

ADP  SCf-'TUARE 

ADP  SUPPORT  EQUIP 

PUNCHED  CARD  EQUIP 

MINI  8  MICRO  COMPUTER  CONTROL  DEVICES 

ADP  SUPPLIES  AND  SUPPORT  EQUIP 

ADP  COMPONENTS 

363.407 

10.370 

54.196 

926 

142.486 

73,682 

107.433 

3,155 

1.350 

46.633 

58.092 

464.687 

21,285 

91,207 

990 

197,393 

73.318 

166.443 

5,949 

3.893 

36,857 

52.555 

696.731 

21,568 

88,001 

3.926 

267.419 

105 . 410 
212.734 
6.353 
7.221 
33.582 
105.787 

1.097.880 

17.665 

120.655 

4,670 

323.047 

97,643 

353.241 

4.435 

26,891 

94,994 

182,594 

total 

861.730 

1.114.577 

1,548.732 

2.323.715 

71  FURNITURE 

7105 

7110 

7125 

7195 

HOUSEHOLD  PIJRNITURE 

OFPICE  furniture 

CABINETS  lO'>ERS  BINS  AND  SHELVING 

miscellaneous  Furniture  and  fixtures 

74.809 

38.892 

27.091 

23.467 

39.791 

29.325 

20 . 189 

10 .148 

64,899 

52,926 

31.009 

11.484 

49,514 

72,311 

35,035 

17,305 

total 

164.259 

99.453 

160,318 

174 , 165 

72  household  &  COHL  furnishings  8  flPPLiRNCES 

7210 

7220 

7230 

7240 

7290 

hC’JSEhOLD  furnishings 

floor  coverings 

draperies  AUNINOS  and  SHADES 

household  and  commercial  util  CONTAINERS 

MSC  ‘HOUSEHOLD  furnishings  APPLIANCES 

24.552 

16.424 

12.521 

5.250 

3.896 

43 .440 
11.097 

7  .  761 
3.850 
3,946 

24,961 

11.262 

9,550 

6.776 

3.247 

44,843 

11,900 

6,638 

3.744 

1,753 

total 

62.643 

70,094 

55.796 

68,878 

73  FOOD  PREPRRRTION  AND  SERVING  EQUIPMENT 

7310 

7320 

7330 

7340 

7350 

7360 

food  CCOfINu  baking  serving  equip 
kitchen  equipment  and  appliances 

KITCHEN  HAND  ^OOLS  AND  UTENSILS 

cutlery  and  f  atuare 

TAFlEuJARE 

SETS  kits  &  outfits  FOOD  PREP  8  SERVING 

23.935 

15.  M9 
12.299 
1.902 

4.  738 
2.801 

20.503 

11.822 

235 

892 

3.940 

10,248 

13.989 

18.256 

2.394 

1.374 

2.205 

5.487 

17  . 108 
17.220 
2,097 

371 

2 . 180 
6.788 

totol 


61.424 


47.640 


43  .  706 


45  ,  764 


FISCAL  YEAR 


FSC 


CODE  DESCRIPTION 

1982 

1963 

1984 

74  OFFICE  MftCHiNES,  VISIBLE  RECORD  EQUIP  &  fiO 

7420  ACCOUNTING  RNO  CALCULATING  MACHINES 

7430  typewriters  &  OFFICE  TN^E  COMPOSING  MACH 

7435  OFFICE  INFORMATION  SYSTEM  EQUIPMENT 

7450  OFFICE  TYPE  SOUND  RECORDING  REPRO  MACH 

7460  VISIBLE  RECORD  EQUIPMENT 

7490  MISCELLANEOUS  OFFICE  MACHINES 

1.874 

23.030 

7.394 

2,478 

6.686 

10.731 

856 

15 . 130 
21.966 
1.646 
10,618 
6.916 

848 

12,735 

37,686 

3,239 

6,204 

14.388 

TOTAL 

52,193 

57,132 

75,100 

75  OFFICE  SUPPLIES  AND  DEVICES 

7510  OFFICE  SUPPLIES 

7520  OFFICE  DEVICES  AND  ACCESSORIES 

7530  STATIONERY  AND  RECORD  FORMS 

7540  STANDARD  FORMS 

7.289 

2.593 

42.834 

1,603 

2,092 

847 

22,854 

168 

4,134 

1,732 

22.371 

1,205 

TOTAL 

54,319 

25,961 

29,442 

76  BOOKS.  MAPS  AND  OTHER  PUBLICATIONS 

7610  BOOKS  AND  PAMPHLETS 

7630  NEWSPAPERS  AND  PERIODICALS 

7640  MAPS  atlases  CHARTS  AND  GLOBES 

7650  DRAWINGS  AND  SPECIFICATIONS 

7670  MICROFILM  PROCESSED 

7690  MISCELLANEOUS  PRINTED  MATTER 

25.173 

4,787 

541 

250 

2.962 

15.364 

26.062 

3,629 

2.840 

1,053 

2,362 

19,976 

24.644 

3.699 

4.527 

2.878 

1.507 

10.993 

TOTAL 

49,077 

55.922 

48.248 

■  VatBSSBSSS 

77  MUSICAL  INST.  PHONOGRAPHS.  &  HOME  TYPE  RAD 

7710  MUSICAL  INSTRUMENTS 

7720  MUSICAL  INSTRUMENT  PARTS  AND  ACCESSORIES 

7730  PHONOGRAPHS  RADIOS  -  TV  SETS  HOME  TYPE 

7740  phonograph  RECORDS 

1,201 

115 

1.217 

190 

309 

116 

535 

337 

334 

71 

352 

251 

total 

2,723 

1,297 

1.008 

78  RECREATIONAL  AND  ATHLETIC  EQUIPMENT 

7810  ATHLETIC  AND  SPORTING  EQUIPMENT 

7820  GAMES  TOYS  AND  WHEELED  GOODS 

7830  RECREATIONAL  AND  GYMNASTIC  EQUIPMENT 

3,643 

711 

3,938 

2.429 

351 

2.498 

1,887 

568 

5.248 

total 

8,292 

5,278 

7,703 

79  CLEANING  EQUIPMENT  AND  SUPPLIES 

7910  FLOOR  POLISHERS  AND  VACUUM  CLEANERS 

79?0  BROOMS  BRUSHES  MOPS  AND  SPONGES 

7930  CLEANING  -  POLISHING  COMPOUNDS  AND  PREPA 

2.563 

3.084 

48,520 

677 

2,232 

27.718 

815 

1,884 

23.595 

TOTAL 

54.167 

30.627 

26,294 

80  BRUSHES.  PAINTS.  SEALERS  AND  ADHESIVES 

8010  PAINTS  DOPES  VARNISHES  AND  RELATED  PROD 

8020  PAINT  AND  ARTISTS  BRUSHES 

8030  PRESERVATIVE  AND  SEALING  COMPOUNDS 

8J40  ADHESIVES 

10,453 

11 

2.169 

839 

3.478 

0 

1.183 

278 

3.662 

0 

1,503 

555 

5.720 


TABLE  C.  Supplies  and  Equipment 

(Continued) 

(Amounts  in  Thousands  of  Dollars) 


FSC 

CODE 


DESCRIPTION 


CONfTfllNERS.  PflCKOGING  &  POCKING  SUPPLIES 

5  BOGS  PND  SOCKS 
0  DRUMS  RND  CRNS 

5  boxes  crrtons  rno  crates 

0  GAS  CvlINCERS 

5  bottles  and  jars 
0  reels  and  spools 

5  PfiCxAGlNG  AND  PADDING  BULK  MATERIALS 

0  ammunition  &  nuclEar  ordnance  boxes 
5  SPECIRlIJEO  shipping  &  STORAGE  CONTAINER 


TEX.  LThR,  FURS.  APPAREL  &  SHOE  FIND.  TENT 
5  textile  fabrics 

0  vftpN  pnd  Thread 
b  notions  ANC'  apparel  findings 
0  PAODING  and  stuffing  MATERIALS 
5  FUR  materials 
0  leather 

b  SHOE  FINDINGS  and  SOLING  MATERIALS 

0  tents  and  TppppuiINS 
5  Flags  and  pennants 


clothing  and  individual  equipment 

8405  OUTEPUJEAR  mens 

8410  Outerwear  womens 

8415  clothing  special  PURPOSE 

8420  UNCiEPWEAP  AND  NIGHTwEAP  MENS 

8425  UNDERWEAR  AND  NIGhTwGAR  WOMENS 

8430  FOOTWEAR  MENS 

8435  FOOTWEAR  WOMENS 

8440  HOSIERV  HANDWEAR  S  CLOTHING  ACCESSOR  MEN 
8445  HOSIERY  HANOWEAR-CLOTHING  ACCESSO  WOMENS 

8450  Children  &  infants  apparel  &  accessories 

8455  BADGES  AND  INSIGNIA 
8460  LUGGAGE 
8465  individual  EQUIPMENT 
8470  ARMOR  PERSONAL 

8475  SPEC  flight  CLOTmInG  &  ACCESSORIES 


TOILETRIES 

0  PER^^UMrS  TnUET  PREPARATIONS  AND  POWDERS 
0  TCI'.  SOAP  SHAVING  PREP  -  DENTIFRICES 

0  personal  toiletry  articles 
0  toilEtrv  paper  products 


88  LIVE  ANIMALS 


8810  LIVE  ANIMALS  RAISED  FOR  FOOD 
88^0  LIVE  ANIMALS  NOT  RAISED  FOR  FOOD 


89  SUBSISTENCE 


PERISHABLE  SUBSISTENCE  $10000  -  $25000 

MEAT  POULTRY  AND  FISH 

DAIRv  foods  and  EGGS 

fruits  and  VEGETABLES 

bakery  and  cereal  PRODUCTS 

SUGAR  CONFECTIONERY  AND  NUTS 

JAMS  JELLIES  AND  PRESERVES 

SOUPS  AND  BOUILLONS 

special  dietary  FOODS  -  SPECIALTY  PREP 

FOOD  OILS  AND  FATS 

CONDIMENTS  AND  RELATED  PRODUCTS 

COFFEE  tea  and  COCOA 

BEVERAGES  NONALCOHOLIC 

BEVERAGES  ALCOHOLIC 

COMPOSITE  FOOD  packages 

TOBACCO  PRODUCTS 

FOOD  items  for  resale 


91  FUELS.  LUBRICANTS.  OILS  AND  UAXES 
9110  FUELS  SOLID 

9130  liquid  propellants  &  FUEL  PETROLEUM  BASE 
9135  LIQUID  PROPELLANT  FUELS  -  CHEMICAL  BASE 
9140  FUEL  OILS 

9150  OILS  -  GREASES  CUTTING  LUBR  &  HYDRAULIC 
9160  MISCELLANEOUS  UlAxES  OILS  AND  FATS 


93  NCNMETALLIC  FABRICATED  MATERIALS 

9310  PAPER  AND  PAPERBOARD 
9320  RUBBER  FABRICATED  MATERIALS 

9330  Plastics  fabricated  materials 
9UC  Glass  fabricated  Mr4TERiALS 
9350  refractories  S  FIRE  SURFACING  MATERIALS 
9390  MISC  fabricated  NQNMETAllIC  MATERIALS 


94  NONMETAlLIC  crude  MATERIALS 

9410  CRUDE  GRADES  QF  Pl ANT  MATERIALS 
94  30  MI'U;  (.RJDE  animal  PRODUCTS  -  INEDIBLE 
J440  HISi.  i.R  tUE  Ai.,RIC' '  URAL  S  FORESTRY  PROD 
9450  f^uNMFTA.LlC  S''.RhR  E^^CEPT  TEKTIlE 


95  HF'Ai.  BARS.  SHEETS  AND  SHAPES 

95  '5  UIRf  N''NElF'TPIi:Al  iron  QUO  S^EEL 
an:  Rl'OS  IR':'N  and  steel 
9‘'1F  r.W'L  S^^Ef^  and  strip  iron  and  STEEL 
U-R  ■■  "  SAAPfS  IRON  and  steel 
5'- .'5  .IRE  N'  Nl-  i.  f  .TRI'M,.  NONEE^'.RUi.  S  P^'-E  METAl 


1,179 

626,555 

189,817 

175.541 

114.392 

47,070 

11,720 

15,095 

59.968 

23,027 

52,563 

65.478 

38.627 

277 

84.164 

119.433 

142.847 


6,086 
458.834 
115,531 
108,649 
81.495 
37.343 
8 . 141 
9,323 
69.060 
16.028 
52.906 
56.876 
26.759 
0 

49,655 

85.767 

44.225 


1 

.019 

9 

.676 

31 

.689 

8 

.522 

858 

0 

459  ,  716 
118,385 
125.054 
117.261 
39.543 
7.871 
7.015 


406  , 

,895 

119  , 

,835 

134, 

,874 

89, 

,067 

36  , 

,002 

TABLE  C.  Supplies  and  Equipment 


(Concluded) 

(Amounts  in  Thousands  of  Dollars) 


FSC 

CODE  DESCRIPTION 

FISCAL  YEAR 

1982 

1983 

1  984 

1  985 

95  METRL  8PR5.  SHEETS  RND  SHRPES 

9530 

BARS  RND  RODS  NONFERROUS  BRSE  HETRL 

8.500 

25 . 786 

3.807 

7.583 

9535 

PlRTE  sheet  strip- NONFERROUS  BRSE  HETRL 

27.847 

12.710 

15,078 

20.291 

9540 

STRUCTURRL  SHRPES  NONFERROUS  BRSE  METRL 

2,206 

1.526 

1,727 

3.296 

9545 

PLRTE  SHEET  STRIP  &  WIRE  PRECIOUS  METRL 

357 

273 

3.842 

115 

totrl 

90,674 

78.677 

57  .  758 

76 , 533 

96  ORES.  MINERRLS  RND  THEIR  PRIMRRY  PRODUCTS 

9610 

ORES 

90 

77 

26 

218 

9620 

MINERRLS  NATURAL  RND  SYNTHETIC 

425 

166 

611 

1,117 

9630 

ADDITIVE  METRL  MfiTERIfiLS  &  MASTER  ALLOYS 

619 

230 

228 

9640 

IRON  S  STEEL  PRIMARY  &  SEMIFINISHED  PROD 

1.799 

2.621 

2,604 

2,320 

9650 

NONFERROUS  BASE  METRL  REFINERY 

11.652 

664 

5,  701 

3.084 

9660 

PRECIOUS  METALS  PRIMARY  FORMS 

97 

305 

46 

472 

9670 

IRON  AND  STEEL  SCRAP 

133 

0 

0 

0 

9680 

NONFERROUS  METRL  SCRAP 

0 

155 

0 

0 

totpl 

14.815 

3.084 

9.218 

7.439 

s=ssssse== 

SSSSSSSXSS 

99  mSCELLflNEOUS 

9905 

SIGNS  ADVERTISING  DISPLAYS  lOENT  PLATES 

4.754 

3,915 

2,561 

4,516 

9910 

JEUELBY 

139 

0 

35 

97 

9915 

COLLECTORS  ITEMS 

15 

0 

26 

44 

9920 

SMOKERS  articles  RNO  MATCHES 

158 

172 

213 

242 

9925 

ecclesiosticpl  equip  furnishing  &  sup 

353 

226 

594 

432 

9930 

memorials  cemetery  mortuary  EQUIP  S  SUP 

458 

141 

2.931 

369 

9998 

NONFOOD  ITEMS  FOR  RESALE 

n.532 

28.439 

19,658 

21,128 

9999 

niSCELLPNEOUS  ITEMS 

210,178 

394,504 

229,993 

318,399 

totpl 

287,587 

427.397 

256,016 

345.227 

total  supples  RNO  EQUIPMENT 

72,821,422 

81.435.742 

84,190,305 

97,302,700 
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LIST  OF  ABBREVIATIONS 


The  following  abbreviations  are  used  in  this  publication; 


AC 

Air  Conditioning 

GND 

Ground 

ACCY 

Accessory 

GOCO 

Government  Owned. 

AC  FT 

Aircraft 

Contractor  Operated 

ADMIN 

Administration 

GOGO 

Government  Owned, 

ADP 

Automatic  Data  Processing 

Government  Operated 

ADRS 

Address 

GOVT 

Government 

AIR  COND 

Air  Conditioning 

GUIDE 

Guided 

AMMO 

Ammunition 

ASSY 

Assembly 

HOSP 

Hospital 

ASSOC 

Associated 

HWY 

Highway 

a 

BLDG 

Building 

1 

BTWN 

Between 

CFT 

Craft 

"k 

CGO 

Cargo 

CHEM 

Chemical 

CHG 

Charge 

CNTL 

Control 

COML 

Commercial 

COMM 

Communications 

i 

COMP 

CONST,  CONSTR 

Component 

Construction 

COOP 

Cooperative 

CTMS 

Countermeasures 

CYC 

Cycle 

INDUST 

INST 

LDG 

LIQ 

LTHR 

MACH 

MAINT 

MAP 

MAT 

ME  AS 

MECH 

MFG 

MISC,  MISCL 

MM 

MSC 

MSL 

NUCL 


Industrial 

Instrument 

Landing 

Liquid 

Leather 

Machine 

Maintenance 

Mapping 

Material 

Measure 

Mechanical 

Manufacturing 

Miscellaneous 

Millimeter 

Miscellaneous 

Missile 

Nuclear 


EAM 

Electric  Accounting  Machine 

ORD 

ELCT 

Electronic 

ENG 

Engine 

PHOTO 

ENGR 

Engineer 

PRCHT 

ENVIRON 

Environment 

PREP 

EQ,  EOU,  EQUIP 

Equipment 

PROP 

EX,  EXC 

Except 

PROPUL 

EXCL 

Exclude 

PRTG 

EXPLO 

Explosive 

PUB 

Ordnance 

Photographic 

Parachute 

Preparation 

Property 

Propulsion 

Printing 

Publication 


FAB 

Fabricated 

FAC 

Facilities 

FIL 

Filter 

FIND 

Findings 

FLTG 

Floating 

REAC 

Reactor 

RECR 

Recreation 

REL 

Related 

REPR 

Repair 

REPRO 

Reproduction 

LIST  OF  ABBREVIATIONS  (Continued) 


SECD 

Secondary 

SLD 

Solid 

SML 

Small 

SP 

Space 

SPEC 

Special 

SPECILIZED 

Specialized 

STA 

Station 

SUP 

Supply 

SURG 

Surgical 

SV,  SVC 

Service 

SYS 

System 

TEX 

Textile 

TRANS 

Transmission 

TRKS 

Trucks 

UN 

Unit 

UNDWTR 

Underwater 

UTIL 

Utility 

VEH 

Vehicle 

VET 

Veterinary 

WPN 

Weapon 

